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HIGH SCHOOL LIST 


This list always is merely suggestive. The titles are chosen by experienced 
high school librarians and represent books which they would like to have in 
their libraries. 

Unless otherwise indicated these books are useful for both teachers and 
students. 


Non-fiction 


Leonard, S. A., ed. The Atlantic book of modern plays. 277. 


Lingley, C. R. Since the Civil war. 280. 

Massachusetts. Dept. of education. Division of public libraries. Library 
service for schools. 259. 

Mills, J. Within the atom. 270. (For teachers.) 

Munro, D. C. The middle ages. 280. 

Pound, A. The iron man in industry. 266. (For teachers.) 

Robinson, J. H., € others. A general history of Europe. 281. 


Fiction 
Rideout, H. M. Winter bell. 288. 


Look over the Children’s Books, New Editions and Pamphlets. 


The Library department of the National education association and the 
National council of teachers of English at a joint session held in Des Moines, 
Iowa, in July, 1921, endorsed The Booklist and recommended its use as an 
aid in book selection for use on the reading tables in all high schools and 
in courses of English as a basis of current book evaluation. 


May, 1922. Volume 18, No. § 

Address: The Booklist, A. L A., 78 E. Washington St., Chicago, Ill. Issued 
monthly except August and September. May Massee, editor. Subscription price 
$2.00 per year; single copies 25 cents. Entered as second-class matter, Febru- 
ary 4, 1918, at the postoffice at Chicago, Ill., under Act of August 24, 1912. Ac- 
ceptance for mailing at special rate of postage provided for in Section 1103 
Act of October 3, 1917, authorized on July 8, 1918. 





aniline otic > ia. i... | 


— 


mw od 


SMALL LIBRARY LIST 


These books are not necessarily essential. Please read the notes before 
buying. 


Non-fiction 


Bass, J. F., & Moulton, H. G. America and the balance sheet of Europe. 261. 
Burroughs, J. My boyhood. 282. 

Dewey, J. Human nature and conduct. 262. 

Dukes, Sir P. Red dusk and the morrow. 280. 

Foster, H. L. Adventures of a tropical tramp. 281. 

Howe, H. E. The catalog. 259. 

Leonard, S. A., ed. The Atlantic book of modern plays. 277. 
Lippmann, W. Public opinion. 265. 

Munro, D. C. The middle ages. 280. 

Pound, A. The iron man in industry. 266. 

Robinson, R. E. Silver fields. 271. 


Fiction 
Lagerlof, S. O. L. The outcast. 287. 
Oppenheim, E. P. The great Prince Shan. 287. 
Rideout, H. M. Winter bell. 288. 
Watts, M. S. The house of Rimmon. 289. 


New Editions 
Housman, A. E. A Shropshire lad. 296. 


Look over the Children’s Books, New Editions and Pamphlets. 

Also look over the High School List and, in a small town, consult with 
the high school librarian to see which of the books will be bought for the 
high school. Very often the public library and the high school library can 
supplement each other’s collections instead of duplicating titles. 


Corrections: The first line of the third title noted in Booklist, 18:211, Ap 
22, should read as follows: 


Bible. O. T. Song of Solomon. English. The Song of songs; a new 
Please correct your Booklists accordingly. 
The price for Academy of political science, New York, Constructive ex- 


periments in industrial co-operation between employers and employees (Booklist, 
18:212, Ap 22) is $1.50 instead of $1. 





THE BOOKLIST 


GENERAL LITERATURE 
000 GENERAL WORKS 


Bamberger, Florence Eilau. The effect of the physical make-up of 
a book upon children’s selection (Studies in education, 4) Balt. 
Johns Hopkins press,1922. 162p. paper, $2. 


Experiments to determine what qualities in make-up of a book influence the 
choice of children in the first, second and third grades. The judgment of 
men and women of what will appeal is found unreliable. Since style of story 
itself does not attract or detract they recommend that we give good style in 
attractive make-up and so lay the basis for an appreciation of good literature, 

028.5 Children’s literature || Books and reading 22-7104/4 


Chicago. Public library. Books of 1916-1920, non-fiction, cumulated 
from the book bulletin of the Chicago public library. Chic. 
Author,1922. 454p. paper, 75c. 


017 Catalogs, Library (16—16568) /3 


———Books of 1921, cumulated from the book bulletin of the Chicago 
public library. Chic.Author,1922. 139p. paper, 10c. 


“They embody a conspectus of the literary output in the fields and periods 
covered, assembled in accordance with a deliberate and well-defined book- 
selection policy grounded upon close observation of, and long experience 
in serving, a large and diversified constituency.” Does not include chil- 
dren’s books or music. 

017 Catalogs, Library (13-10492)/8 


Dana, John Cotton. On buying and using print. N.Y.Wilson,1921. 
60p. paper, 50c 


Practical advice to business men on how to get the best service from 
books, maps, periodicals and pamphlets, with suggestions for their use in 
each of the different departments of a large business. 

026 or 658 Business libraries 22-4194/3 


Dawson, Loleta Irene. European war fiction in English, and per- 
sonal narratives; bibliographies, by Loleta I. Dawson and 
Marion Davis Huntting (Useful reference series, 25) Bost. 
Faxon, 1921. 120p. $1.75. 


Part one, Fiction: Annotated bibliography, the annotations relating to the 
“war content,” and not the literary quality of the book. With three ex- 
ceptions limited to fiction whose setting is between August, 1914, and 
Armistice day. Includes translations, and collections of short stories when 
more than half of the stories deal with the war. Arrangement alphabetic 
by country and under country by subject or type of story. Author index. 
Bibliographical sources are American. 


NOTE: Number in right margin after each title is for use in ordering Library 
of Congress cards. When two publishers are mentioned in the imprint and both 
are not included in imprint on L. C. card, the one which is included on the card 
is given before the card number. If card is for an earlier issue or an open entry, 
card number is enclosed in ( ). When ordering it is not necessary to include 
the publisher’s name. 
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Part two, Personal narratives: Annotated. Includes both books and 
periodical articles. Classed arrangement: General—Army—Navy—Aviation 
—Miscellaneous. No index, but alphabetically arranged under class. Bibli- 
ography. Sources are catalogs of Syracuse university library and Syracuse 
public library, Readers’ Guide and Readers’ Guide Supplement. Can be used in 
connection with literature courses. 

016.9 European War, 1914-1918—Fiction—Bibliography || European War, 1914- 
1918—Personal narratives—Bibliography 22-2886/4 
Howe, Harriet Emma. The catalog (Preprint of Manual of library 

economy, chapter XIX) Chic.A.L.A.1921. 23p. paper, 20c. 


Condensed summary of information on the catalog, its use, forms and 
kinds of catalog, assignment of subject headings, use of L. C. cards, equip- 
ment and organization of the cataloging department. 

025 Cataloging. Analytic: Cataloging—Bibliography 21-20132/4 


Katz, Harry Lewis. A brief history of the Stars and stripes, of- 


ficial newspaper of the American expeditionary forces in 
France, from February 8, 1918, to June 13, 1919. Wash. 
Columbia pub. co.1921. 47p. illus. 25%cm. $1. 


The story of the origin and publication of the official newspaper of the 
A. E. F. in Paris, with quotations and pictures from the paper and list of 
the men connected with it. 

070 The Stars and stripes 21-15404/3 


Krause, Louise Beerstecher. Better business libraries; talks with 
executives. 5526 South Park ave.,Chic. Indexers press,1922. 
98p. $1.30. 


Advice on the function and use of a business library, choice of librarian, 
choice and arrangement of material, financial and trade service, and U. S. 
government information. Appeared in one of the periodicals of the Inter- 
national correspondence schools. May be read with advantage by other 
than business librarians. The author’s The business library was noted in 
Booklist, 16:218, Ap 20. 

026 Business libraries 22-3560/3 


Lists of music for public libraries (Massachusetts library club, 
3 F 22) Bost.Ditson,1922. 7p. paper,free. 


“Given as check-lists for librarians who wish to make a beginning with 
worth-while books at a minimum outlay.” A help in any library. 

016.7 Music—Blibliography 22-26316/3 
Massachusetts. Dept. of education. Division of public libraries. \.i- 

brary service for schools, prepared by Martha C. Pritchard and 
others (Bulletin 1920, no. 9. Whole no. 118) Bost.Author,1920. 
80p. paper. 

Prepared as a guide for teachers of Massachusetts that they may know 
the resources in literature and illustrative material available for their use 
in libraries, museums and other agencies. The appendix has outline of 
lessons on the use of books and libraries for the grades and high school. 
An excellent manual for any librarian or teacher. We have been unable to 


get the price; probably free in state; outside of state, write. 
027 Libraries and schools E21-437/3 


100-200 PHILOSOPHY—RELIGION 


Bible. English. The English Bible; ed., with introduction and 
explanatory notes, by Wilbur Owen Sypherd. Newark,Del., 
The craftsmen of Kells,1921. 546p. $3. 


An attractive volume of selections, preserving the language of the King 
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James version, presenting it in a form more pleasing to the modern reader. 
220.8 Bible—Selections 22-26329/3 


Campbell, Thomas Joseph. The Jesuits, 1534-1921. N.Y.Encyclo- 
pedia press,1921. 937p. $6. 


The first complete history of the society by one of its own members. 
Exhaustive and scholarly but rather heavy in style. Of necessarily limited 
appeal, though probably vitally interesting to special readers. 

271 Jesuits 22-1391/3 


Cope, Henry Frederick. Principles of Christian service. Phil.Jud- 
son press,1921. 141p. 60c. 


“A text-book in the standard course in teacher-training, outlined and 
approved by the Sunday school council of evangelical denominations,.”— 
Subtitle. Analysis of the need for Christian service in the church, the home, 
the community and the world, the effect of such service on the worker, 
the need for organization, forms and methods of service. Questions and 
suggested readings follow chapters. 

261 Church work || Christian life 21-16734/4 


Davidson, William Leslie. Recent theistic discussion. N.Y.Scrib: 
ner,Edinburgh,Clark,1921. 240p. $2.25. 7/6. 


Largely a critical estimate of the Gifford lectures “which may be taken 
as embodying the various currents of thought that bear specially on theistic 
doctrine within the present generation.” Some of the lecturers referred 
to are James Ward, W. R. Sorley, Henri Bergson, Arthur James Balfour, 
Bernard Bosanquet and William James. 

211 Theism 22-26310/3 


Jones, Sir Henry. A faith that enquires. N.Y.Macmillan,1922. 
278p. $2. 


The Gifford lectures for 1920-1921 delivered in the University of Glasgow, 
directed to those men who are attracted toward religion but cannot accept 
the dogmatic teachings of the church, in an effort to demonstrate that 
God is to be found “by the way of pure reason.” 

230 Theology || Faith 22-4842/4 


Kitson, Harry Dexter. The mind of the buyer. N.Y.Macmillan, 
1921. 211p. $1.50. 


Presents in simple language and popular style the psychological principles 
of selling, dividing the processes of a ‘ale into six stages:—attention, inter- 
est, desire, confidence, decision and action, and satisfaction. Of special 
interest to business men, sales managers, advertisers and students of busi- 
ness. Bibliography (4p.) and index. Illustrated with charts and diagrams. 

150 or 658 Salesmen and salesmanship || Psychology 21-15576/4 


McCall, William Anderson. How to measure in education. N.Y. 
Macmillan,1922. 416p. $3.25. 


“The final aim of this book is to bring together in one convenient volume 
most of the techniques needed by those engaged in mental measurement.”— 
Preface. Sums up what has been done, including such work as outlined in Ter- 
man, The measurement of intelligence (Booklist, 13:286, Ap 17) and Pintner, 
The mental survey (Booklist, 15:46. N 18) and brings the art of measurement 
up to date. Charts, tables, bibliographies, and index. Author is professor of 
education, Teachers college, New York. 


150 Mental tests || Grading and marketing (Students) Analytic: Mental tests 
—Bibliography 22-2465/8 
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Machen, John Gresham. The origin of Paul’s religion (James 


Sprunt lectures delivered at Union theological seminary in 
Virginia) N.Y.Macmillan,1921. 329p. $3. 


An inquiry into the foundations of Christianity as shown in Paul’s writ- 
ings, from the standpoint of conservative churchmanship, disavowing the 
theory of the influence of other Oriental religions, and claiming as its sole 
basis the historical truth of the New Testament account of Christ’s death 
and resurrection. 

239 Christianity || Church history—Primitive and early church || Paul, Saint 

21-17445/5 


Parks, Leighton. The crisis of the churches. N.Y.Scribner,1922. 
256p. $2.50. 


Recognizing the failure of the churches to meet rightly the present crisis 
of civilization, the author calls upon them for a new striving for unity 
which will lay more emphasis on the spirit of Christ as the one essential 
and less on creeds, sacraments or forms of worship. 

261 Church || Christian union 22-6180/4 


Porter, Mary F. Applied psychology for nurses. Phil.Saunders, 
1921. 172p. $1.50 


The principles of psychology simply treated with suggestions for appli- 
cation to the end that the nurse may assist her patient to a desire for and 
a will to health. 

150 or 610.7 Psychology || Nurses and nursing 21-16904/4 


Vogt, Von Ogden. Art & religion. New Haven,Yale univ. 1921. 
265p. illus. $5. 


Will interest all who deplore the painful ugliness of much of the present- 
day church architecture and forms of worship, and who, like the author, 
long to see the services of the church express and satisfy the highest artistic 
as well as spiritual emotions. Mr. Vogt sees also a hope for closer church 
unity through the adoption by all Protestant churches of selections from 
the historical liturgies and “a new study of the psychology of worship.” 


246 Art and religion || Church architecture || Christian art and symbolism || 
Liturgies || Church 22-1390/7 


Woodworth, Robert Sessions. Psychology; a study of mental life. 
N.Y.Holt,1921. 580p. illus. $2.50. 


A presentation of the modern scientific knowledge on this subject from 
the behaviorists’ and psychoanalysts’ viewpoint. A good introduction for 
the general reader. Chapters on intelligence, attention, learning, memory, 
reasoning and imagination especially good. With this as a basis read 
Robinson, The mind in the making, Tansley, The new psychology (Book- 
list, 18:140, F 22) and Dewey, Human nature and conduct (p. 262) 

150 Psychology 21-15412/3 


300 SOCIOLOGY 


Bass, John Foster. America and the balance sheet of Europe, by 
John Foster Bass and Harold Glenn Moulton. N.Y.Ronald, 
1921. 367p. $3. 


A searching analysis of the financial and economic conditions of Europe. 
In the final chapter, “The way out,” they suggest increased production in 
every country, restoration of balanced international trade, reduction of tariff 
in Western Europe, cancellation of debts to the U. S. government, reduction 
of armament, further loans for reconstructive purposes. They are in favor 
of an association of nations and make a final appeal for leadership. 


336 European War, 1914-1918—Finance || Debts, Public || Europe—Economic 
conditions |! Indemnity 21-21684/6 
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Capes, William Parr. The modern city and its government. N.Y, 
Dutton,1922. 296p. $5. 


A discussion of municipal government in general, and the responsibility 
of the citizen for good government, consideration of the different types of 
city government, with charts showing the organization of fourteen Amer- 
ican cities. Selective bibliography. Differs from Munro, The government 
of American cities (Booklist, 13:276, Mr 17) in treating the subject from a 
practical as well as a theoretical standpoint, looking towards the improve- 
ment of conditions by the average citizen. Expensive. 


352 Municipal government. Analytic: Municipal Goer 
2-5529/4 


Cardozo, Benjamin Nathan. The nature of the judicial process 
(Storrs lectures) New Haven,Yale univ.1921. 180p. $1.75. 


Although intended for law students, their clarity of style makes these 
lectures both comprehensible and interesting for the layman who wishes to 
discover the underlying basis of reason and justice beneath the technicali- 
ties and apparent inconsistencies of the law. 

340 Law || Legislation 22-3302/4 


Conyngton, Thomas. Wills, estates, and trusts; a manual of law, 
accounting, and procedure, for executors, administrators, and 
trustees, by Thomas Conyngton and others. N.Y.Ronald,1921. 
2v. $8. 


Contents: Transfer of property by death—The settlement of estates— 
Taxes—The law of trusts—Banks and trust companies as trustees—Account- 
ing for estates of decedents—Forms—Appendix A-—Cases—B-Glossary. 


347.6 Executors and administrators || Trusts and trustees |! Wills || Forms 
(Law) 22-685/6 


Cram, Ralph Adams. Towards the great peace (Darmouth alumni 


lectureships on the Guernsey Center Moore foundation) Bost. 
M.Jones,1922. 264p. $2.50. 


Readers of the author’s Walled towns (Booklist, 16:112, Ja 20) will find 
this interesting. Among the means through which Mr. Cram hopes for 
deliverance from our present chaos and the final attainment of the “great 
peace” are the establishment of small, self-contained communities, “walled 
towns,” the recovery of the sense of beauty and the restoration of organic 
religion to a pre-eminent place in life. 

304 Civilization || Social problems || Sociology 22-5294/5 


Dewey, John. Human nature and conduct. N.Y.Holt,1922. 336p. 
$2.25 

Interesting and very clearly written; “sets forth a belief that an under- 
standing of habit and of different types of habit is the key to social psychol- 
ogy, while the operation of impulse and intelligence gives the key to in- 
dividualized mental activity."—Preface. Expanded from three lectures 
delivered at Leland Stanford Jr. university in 1918 with an introduction 
and conclusion added. 

301 Social psychology || Habit 22—4249/4 


Gage, Albert H. How to conduct a church vacation school. Phil. 
Judson press,1921. 167p. illus. $1.50. 
Urges importance of vacation school as an adjunct to Sunday school and 


a means of keeping children occupied during vacation. Gives directions for 
organization and management, with suggestions for programs, stories, 





May, 1922 GENERAL LITERATURE 263 


games and handwork. Differs from Cope, The week-day church-school 
(Booklist, 18:4, O 21) in including illustrations and in more popular treat- 
ment. Lacks bibliography which Cope has. 

377. Church schools || Vacation schools || Religious education 21-11644/5 


Hartley, Gertrude. The use of projects in religious education (Jud- 
son training manuals for the school of the church) Phil. Jud- 
son press,1921. 9Q1p. illus. $1. 


Shows how the project method of teaching—having the children put into 
concrete form the subjects of their study—may be used to make the stories 
of the Bible more real and vivid. Considers handwork more from the 
standpoint of emphasizing strictly religious instruction than Gage (p. 262) 

377 Religious education || Project method in teaching 21-15413/4 


Hendricks, Genevieve Poyneer. Handbook of social resources of 


the United States (A. R. C. 412, Je 21) Wash.American Red 
cross,1921. 300p. paper, $1. 


“Prepared for the use of Red Cross workers and others who are in 
need of information on health, nursing, social service, educational, recre- 
ational, and civic and community betterment resources of the country.” 
Descriptive notes of the agencies; indexes by locality and subject. 


360 Charities—U. S. || U. S.—Learned institutions and societies || U. S.—Re 
ligious and ecclesiastical institutions 21-15339/5 


Hill, Charles Edward. Leading American treaties. N.Y. Macmil- 
lan,1922. 399p. $3. 


“The historical setting and the chief provisions of fifteen of the leading 
American treaties.”"—Foreword. Chapter bibliographies. 


341.2 U. S—Foreign relations | | Treaties. Analytic: U. S—Foreign relations— 
Bibliography 22-—2430/5 


Huebner, Solomon S. The stock market. N.Y.Appleton,1922. 
496p. illus. $3. 


Aims to give the student and layman a clear understanding of the organi- 
zation and operations of our “organized security markets, and the legitimate 
ways in which they may and should be employed.” 

Contents: Services rendered by the organized stock market—Organization 
and operation of the market—Factors affecting security prices and values— 
Legal principles governing the stock exchange business. Fourteen appen- 
dixes giving various forms of stock certificates, warrants, etc., bibliography 
and index. 

332.6 Stock-exchange || Securities. Analytic: ie =  -* 


Hurt, Huber William. Self-help in teaching. N.Y.Macmillan,1921. 
98p. $1. 


A study of the teacher-learner partnership for all who teach in Home, 
School, Sunday School, Boy Scout, Campfire, Girl Scout and other recre- 


ational groups, in Business and in Industry.”—Subtitle. Very useful for 
untrained workers. 


371 Teaching 


ii 


21-16070/3 


Jones, Eliot. The trust problem in the United States. N.Y.Mac- 
millan,1921. 598p. $3. 


A comprehensive, up-to-date book on the subject, well arranged and with a 


full bibliography (19p.) containing a list of documents not often found in 
books of this kind. 


338.8 Trusts || Monopolies. Analytics: Trusts—Bibliography || Monopolies— 


Bibliography 21-22187/6 
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Jordan, Riverda Harding. Nationality and school progress; a study 
in Americanization (School and home education monographs, 
4) Bloomington,IIl.,Public school pub.co.1921. 105p. $1.25. 


A study carried on in the schools of Minneapolis and St. Paul to discover 
the relative progress of children of different nationalities, the general con- 
clusion being that the persistance of the original language is a “formidable 
obstacle to proper progress of the foreigner not only in school but in all 
walks of life.” 

379 U. S.—Foreign population || Education—U. S. 21-10266/4 


Kelso, Robert Wilson. The history of public poor relief in Massa- 
chusetts, 1620-1920. Bost.Houghton,1922. 200p. $2.50. 


A study of the treatment of the dependent classes in Massachusetts from 
the earliest times, with a chapter on the English background from which 


it developed. 
339 Poor |! Poor laws || Massachusetts—Economic conditions 22-5695/5 


Kimball, Everett. State and municipal government in the United 
States. Bost.Ginn,1922. 58lp. $3. 


Treats of the nature, organization and functions of state, county and town, 
and municipal government. Broader in scope than James, Local govern- 
ment in the U. S. (Booklist, 18:39, N 21) and Munro, The government of 
American cities (Booklist, 13:276, Mr 17) but does not have as full histori- 
cal treatment of local government, and comparison with that of other 
countries, as James. Refers to 1920 census, James and Munro to 1910. 

353.9 State governments ;! Municipal government 22-3103/4 


Korff, Sergiei Aleksandrovich, baron. Russia’s foreign relations 
during the last, half century (Institute of politics publications, 


Williams college, Williamstown, Mass.) N.Y.Macmillan,1922. 
227p. $2.25. 

A lucid discussion, delivered in the form of lectures. Explains the motives 
behind the diplomacy of Russia during the past fifty years, and how the 
present condition of Europe is the legitimate heir of the past rivalries and 
diplomatic struggles. Bibliographies. 

327 Russia—Foreign relations || Europe—Politics 22-2896/4 


Lanier, Henry Wysham. A century of banking in New York. 
N.Y.Doran,1922. 335p. illus. $5. 


Not an economic study, rather the story of banking life and the banking 
community from 1822 to the present time. The account of Greenwich 
village as a boom town to which people flocked during an early epidemic is 
one of the interesting chapters. The various “Who’s whos” of wealthy 
citizens are entertaining. Many excellent illustrations. For special col- 
lections. 

332 Banks and banking—wU. S. 22-8723/3 


Lincoln, Edmond Earle. Problems in business finance. Chic.Shaw, 
1921. 525p. $5. 


A textbook designed for classes in business finance at Harvard university, 
in which the “case” method of instruction is used. The problems selected 
are those common to all kinds of business, large and small. Of primary 
interest to the college student of finance rather than the general business 
man. Statistical appendix and selected bibliography. 

338 Business || Finance. Analytic: Finance—Bibliography 21-17093/5 





May, 1922 GENERAL LITERATURE 265 


Lippmann, Walter. Public opinion. N.Y.Harcourt,1922. 427p. 
$3. 


“An attempt to explore and survey public opinion under modern condi- 
tions and in the light of our modern knowledge of human nature ... It 
deals with such aspects of the inquiry as the underlying principles of censor- 
ship, propaganda, publicity, electioneering, news and intelligence work.” 
Written clearly and forcefully, without dogmatism; it shows the result of 
thorough study, journalistic experience and practical political work. 

301 Public opinion || Social psychology 22-6527/4 


MacElwee, Roy Samuel. Wharf management, stevedoring and 
storage, by Roy S. MacElwee and Thomas R. Taylor (Ship- 
ping series; training for the steamship business) N.Y.Apple- 
ton,1921. 350p. $5. 


“This volume ... is the first of its kind ... It deals comprehensively 
with the part of the shipping business that has not received adequate con- 
sideration in the past. Should be of value ... to those ... who are desirous 
of knowing how the ocean commerce of the United States can be handled 
more economically.”—Editor’s Preface. References at the end of several 
chapters. 

387 Shipping || Wharves 22-202/4 


MacLean, Annie Marion. Some problems of reconstruction (Na- 
tional social science series) Chic.McClurg,1921. 150p. $1. 


A rapid survey of some of the most pressing economic and social prob- 
lems that confront us, such as industrial unrest, the negro, housing, radical- 
ism. Supplemented by chapter bibliographies. 


330 Reconstruction (European War, 1914-1918)—U. S. || Social problems. 
Analytics: Reconstruction (European War, 1914-1918)—U. lla I 
Social problems—Bibliography 22-700/ 


Marshall, William Crosby. Graphical methods for schools, col- 
leges, statisticians, engineers and executives. N.Y.McGraw- 
Hill,1921. 253p. illus. $3. 


Covers both graphical charts and graphic methods but does not include 
maps, orthographic projection or graphical statics. Written to enable the 
average person “with a common school education or higher” to interpret 
and construct the diagrams used by scientists, by engineers and “all dia- 
grams which interest the general public either from a personal or educa- 
tional standpoint.” Examples for working out follow some of the chapters. 
Bibliography (28p.) 

311 Graphic methods 21-18949/3 


Masterman, Charles Frederick Gurney. How England is governed. 
N.Y.Knopf,1922. 293p. illus. $3. 


_ Makes both clear and interesting the processes of government and law 
in England, showing how in spite of inconsistences and complications, the 
result of centuries-old traditions still in force, “the institutions of England 
work. That is their chief justification.” Written less in the textbook style 
than Wallace, The government of England (Booklist, 14:318, Jl 18) but 
lacks its treatment of the government of Empire and Colonies. 

342.4 Great Britain—Politics and government 22-4517/3 


Mathews, John Mabry. The conduct of American foreign relations 
(Century political science series) N.Y.Century,1922. 353p. $3 
The first volume of this series is a scholarly discussion of our foreign 


Policies from the standpoint of political science. The treatment is topical 
rather than chronological; emphasis being placed upon the organization 
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of the government for the conduct of foreign relations, the control exerted 
by its various branches therein and the methods of procedure followed. 
Footnote references and index. 


327 U. S.—Foreign relations || U. S.—Constitutional law || U. S.—Politics and 
government 22-1205/5 


Mitchell, Mrs Lucy (Sprague) Here and now story book, two-to 
seven-year-olds. N.Y.Dutton,1921. 360p. illus, $2. 


A definite attempt to show the need for a child’s expression in words and 
stories which shall be the product of his creative powers, analogous to his 
early use of crayon and paint. In the introduction the author has presented 
her reasons for rejecting the accepted literature of childhood and her meth- 
ods of developing the children’s own stories. The ones in this volume will be 
of interest to educators. The author has worked with the Bureau of educa- 
tional experiments, New York City. 

372 Story-telling 21-18867/3 


Park, Robert Ezra. Introduction to the science of sociology, by 
Robert E. Park and Ernest W. Burgess. Chic.Univ.of Chic., 
Camb. Univ. press, 1921. 1040p. $4.50. 30/ 


A text designed to furnish the student a method of study that will en- 
able him to “get facts, rather than formulate opinions.” It is made up of 
numerous excerpts from the works of well-known sociologists, arranged 
with context to show the “range, divergence, the distinctive character of 
the writings, and points of view upon a single topic.” The first half of the 
chapters raises questions on the topics discussed, the last half outlines 
problems for further study, thus enabling the student to form his own 
conclusions. Chapter bibliographies selected especially with reference to 
points raised. Indexes of authors and subjects. 

301 Sociology. Analytic: Sociology—Bibliography 21-17003/4 


Pasvolsky, Leo. Russia in the Far East. N.Y.Macmillan,1922. 
181p. $1.75. 


The author has made clear what he conceives to be the ambitions of 
soviet Russia in relation to conditions in the Far East. He feels that the 
world needs the stabilizing effect of Russia’s massive strength and that 
with the help of the United States the destiny of Russia may be achieved. 

327 Russia—Foreign relations |! China—Foreign relations || Japan—Foreisn 


on yn 


relations || Eastern question (Far East) || Bolshevism—Russia 22-2327/7 


Pound, Arthur. The iron man in industry. Bost.Atlantic monthly, 
1922. 230p. $1.75. 


A thoughtful and constructive study of the results in industry and society 
of the invention of automatic machinery, “the iron man,” with its conse- 
quents of large scale production, demand for increased markets, leading 
ultimately to wars, lowered standard of intelligence demanded of the 
worker and shortened working day. Stress is laid on the necessity of 
training the children, who so soon become workers, to a wise use of their 
increased wages and extended leisure, and a plea is made for re-discovery 
and application of spiritual values in industry. Partly reprinted from the At- 
lantic Monthly. 


331.8 Labor and laboring classes—U. S. {| Machinery in industry. Analytic: 
Education. 22-26318/5 


Reed, Alfred Zantzinger. Training for the public profession of the 
law. N.Y.Scribner,1921. 498p. $2. 
A critical analysis of the American system of legal education published 
for the Carnegie foundation for the advancement of teaching. 


Contents: Comparative development of law and the legal profession in 
England, Canada and the United States—The organization and recruiting 





rm 
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of the legal profession in the United States—Rise and multiplication of 
law schools—Rise of a new legal profession after the Civil war—Changes 
in bar admission requirements—Efforts to broaden the training of lawyers 
during the first quarter century after the Civil war—Efforts to intensify the 
traning of lawyers during the first quarter century after the Civil war— 
Recent development and present condition of legal education. Appendix 
contains a chronological list of law schools, statistical tables, curricula, 
development at Harvard and bibliography. 


$40 Law—Study and teaching. Analytic: Law—Study and teaching—Bib- 
liography 21-16382/4 


Reed, Mrs Anna (Yeomans) Junior wage earners, by Anna Y. 
Reed assisted by Wilson Woelpper. N.Y.Macmillan,1920. 
171p. illus. $1.24. 


Mrs. Reed, head of the Junior division of the United States employment 
service, discusses the problem of the child worker, outlines the organization 
and work of her division, and explains the methods used in giving educational 
and vocational guidance to the “boy on the fence.” Frequent helpful bib- 
liographies 

$31.8 Children—Employment. Analytic: Children—Employment—Bibliography 

20-22074/4 


Reinsch, Paul Samuel. Secret diplomacy, how far can it be elimi- 
nated? N.Y.Harcourt,1922. 23lp. $2. 


Dr. Reinsch, recent minister to China and author of An American diplo- 
mat in China (Booklist, 18:231, Ap 22) denounces secrecy in affairs of 
state, and urges democratic participation and control. He surveys old 
world diplomacy, particularly that touching the World war, then devotes 
a chapter to recent American experience. A short bibliography and index. 

327 Diplomacy || Europe—Politics 22-3117/4 


Riordan, Edward J. Modern Irish trade and industry. N.Y.Dutton, 
Lond.Methuen.1920. 335p. $3. 7/6. 


By the secretary of the Irish industrial development association. A 
comprehensive treatise of the subject from 1850 to the present day. The 
introduction by Professor George O’Brien gives an outline of the earlier 
history from the 17th century to 1850. Good index. 

330.9 Ireland—Industries || Ireland—Economic conditions 21-20273/4 


Robb Thomas Bruce. The guaranty of bank deposits (Hart- 
Schaffner & Marx prize essays, XXXII) Bost.Houghton,1921. 
225p. $2.50. 

Explains how the great increase in deposit banking has given rise to 
this problem of safeguarding deposits. Discussing the laws of guaranty and 
their enforcement in several states. Tells of the Oklahoma system and 
the Kansas, Nebraska and Texas laws in considerable detail. Treatment 
is thorough, simple and interesting. Author is associate professor of eco- 
nomics, University of Missouri. 

32 Banks and banking—wU. S. 21-18421/3 


Sharfman, Isaiah Leo. The American railroad problem (Century 
new world series) N.Y.Century,1921. 474p. $3. 


Clear, comprehensive discussion of the subject from the standpoint of 
public interest for the “intelligent citizen, as well as student, publicist, 
legislator, business man, railroad bondholder, executive and employee.” 

385 Railroads—w. S. 21-16057/3 


Stauffer, Robert E., ed. The American spirit in the writings of 
Americans of foreign birth. Bost.Christopher,1922. 185p. $2. 


A picture of the alien’s adjustment to American conditions told in his 
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own words in selections chosen from the writings of twenty-five writers 
of foreign birth. 


325 «Uz. S.—Emigration and immigration || U. S.—Foreign population 22-7422/4 


Taft, William Howard. Liberty under law (Cutler lecture for 
1921) New Haven,Yale univ.1922. 5lp. $1. 

Mr. Taft was chosen as the first speaker in the series of Cutler lectures 
which were founded in the University of Rochester. They are designed to 
promote serious consideration of certain fundamentals in the permanence of 
our constitutional government. 

342.7 U. S.—Constitution |! U. S.—Politics and government 22-26322/4 


Temperley, Harold William Vazielle, ed. A history of the Peace 
conference of Paris; published under the auspices of the In- 
stitute of international affairs. N.Y.Oxford univ.1920-21.  5y. 
maps. $44.50. 


A monumental work, written by specialists. Volume three contains 
chronology, notes and documents and official index to treaties. Other 
volumes give list of contents and separate indexes. 

341.1 Peace conference, 1919 (Frowde) 20-17457/3 


Thompson, Wallace. Trading with Mexico. N.Y.Dodd,1921. 271p. 
$2. 


The author finds the business conditions of Mexico the result of the 
application of political remedies for economic ills. He urges the coopera- 
tion of American companies and American missions established there with 
the business men of Mexico, as a means to insure social and economic 
stability. The Mexican mind (Bost.Little,1922. 303p. $2.50. 22-5374) a 
later book by the same author describes the racial traits of the people, their 
habits and customs. 


382 Mexico—Economic conditions || Mexico—Commerce || Mexico—Politics and 
government 21-19401/5 


Walsh, Edmund Aloysius, ed. The history and nature of inter- 


national relations (Georgetown foreign service series) N.Y 
Macmillan,1922. 299p. $2.25. 


Condensed contents: The fundamentals in a scientific study of international 
relations—International relations in the ancient world—Medieval diplomacy 
—Development of diplomacy in modern times—Economic factors—Specific 
agencies for the proper conduct—The evolution of international private 
law—Latin America as a factor—The Far East as a factor—The United 
States as a factor in the development. 


Articles by Carlton J. H. Hayes, James Brown Scott, John Bassett Moore, 
Paul S. Reinsch and others. 


327 Internetional law and relations 22-3102/3 


West, Judson A. Practical law made plain. Hartford,Conn., E.V. 
Mitchell,1921. 114p. $1. 


The author, a justice of the supreme court of Kansas, has written this 
small volume for the information and entertainment of the average reader. 
Quite devoid of technicalities; popular, sometimes humorous in style. 

340 Law 22-26324/3 


Westerfield, Ray Bert. Banking principles and practice. N.Y. 
Ronald,1921. 5v. $12. 


Comprehensive exposition of the theory and practice of commercial 
banking in the United States. Of use to the student and those connected 


with banking business also to the general reader with a special bent for 
banking. 


332 Banks and banking 22-678/3 
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Willis, Henry Parker. Banking and business, by H. Parker Willis 
and George W. Edwards. N.Y.Harper,1922. 573p. map. $3.50. 


“Emphasis is placed on the organization and current practices of com- 
mercial banks, rather than on the evolution of money and credit instruments 
and institutions.” Attention has been given the problems a man will en- 
counter in conducting the banking side of his business. Designed as a 
textbook for use in business or commercial institutions. The authors are 
professors of banking at Columbia university. 

$32 Banks and banking !| Business 22-2021/4 


500-600 NATURAL SCIENCE—USEFUL ARTS 


Chapman, Herman Haupt. Forest mensuration. N.Y.Wiley,1921. 
553p. illus. $5. 

“Intended as a thorough discussion of the measurement of the volume of 
felled timber, in the form of logs or other products; of the measurement of 
the volume of standing timber; and of the growth of trees, stands of tim- 
ber and forests.”"—Preface. Successor of Graves’ Forest mensuration (Wiley, 
1906. $4.) Bibliographies, and indexes to standard volume tables, yield 
tables and taper tables in possession of the U. S. Forest service. 

634.9 Forests and forestry. Analytic: Forests and forestry—Bibliography 

21-17359/4 


Church, Arthur Latham. The training of a secretary (Lippincott’s 
training series) Phil.Lippincott,1922. 193p. illus. $1.75. 
Describes the various kinds of work, from private secretaries to tnat of 
corporations and associations, the training and personal characteristics 
necessary for success in each. Chapter on mechanical helps gives addresses 
of firms. The author is secretary of the Baldwin locomotive works. Less 


Dig” and specific than Kilduff, The private secretary (Booklist, 13:108, 
16 


651 Secretaries, Private 22-5798/3 


Daniels, Ralph Roy. Taking it on high, by R. R. Daniels and 
others. Indianapolis,Bobbs-Merrill,1921. 375p. $2.50. 

Practical rules of hygiene for the business man. Compares the body to 

an automobile and shows how one can get the most out of life by keeping 


his “physical machine” in good running order. Includes sample menus with 
directions for cooking. 


613 Hygiene |! Mental physiology and hygiene 21-20442/4 


Eikenberry, William Lewis. The teaching of general science 
(Nature-study series) Chic.Univ. of Chic.1922. 169p. $2. 

A discussion which interprets the movement, shows its connection with 

the history of science teaching, “its relation to the established sciences and 

its place in the new science of education.” Does not give classroom meth- 


ods. Chapter references to books and periodicals and a bibliography (14p.) 
of periodical articles. 


507 Science—Study and teaching. Analytic: Science—Study and teaching— 
Bibliography 22-7937/4 


Esquerré, Paul Joseph. Practical accounting problems. N.Y. Ron- 
ald,1921-22. 2v. 28cm. leather, each $10. 


Problems adapted from the New York C. P. A. examinations, each prob- 
lem followed by discussion and solution. Reproduced from typewritten 
sheets. Flexible binding. Only for the special library. 


657 Accounting 21-42/3 
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Farmer, Robert Crosbie. The manufacture and uses of explosives 
(Pitman’s technical primer series) N.Y.&Lond.Pitman,1921, 
116p. illus. 85c. 2/6. 


“With notes on their characteristics and testing for chemists, ordnance 
officers, mining engineers, and students.”—Subtitle. Useful as a small, in- 
expensive account. Gives bibliography of English, French and German 
work (1¥%p.) 

662 Explosives. Analytic: Explosives—Bibliography 22-8131/4 


Judge, Arthur William. Aircraft and automobile materials of con- 
struction. v. 1, Ferrous materials; a treatise for aircraft, auto- 
mobile, and mechanical engineers, manufacturers, constructors, 
designers, draughtsmen, students, and others: v.2, Non-ferrous 
and organic materials (Specialists’ series) N.Y.Pitman,1920- 
1921. 2v. illus. each, $9. 


The subject is presented from a utilitarian standpoint “for the benefit of 
the user of the various ferrous and non-ferrous materials employed in the 
construction of automobiles, aircraft and mechanical engineering work as 
distinct from the metallurgist . . . so that the designer, draughtsman and 
others may obtain the greztest benefit with the minim‘... of unnccessary 
matter.” Wide in scope and practical in d..elopment. Volume one has 
two hundred and seventy-five illustrations and about two hundred tables; 
volume two has one hundred and seventy-nine illustrations and one hun- 
dred and f.fty-two tables with appendix and indexcs. 

629 Aeroplanes || Automobiles 20-21979/4 


Kozminsky, Isidore. The magic and science of jewels and stones. 
N.Y.Putnam,1922. 434p. illus. $4.50. 


As haphazard in arrangement as the colors in the wonderful opals in its 
illustrations; a mixture of superstition, astrology, tradition and literature in 
a setting of scientific knowledge. Although emphasizing the origin and 
composition of stones more than Kunz’s The curious lore of precious stones 
(Booklist, 10:227, F 14) it will not replace Kunz as a reference book, but 
its easy, entertaining style revivifies the old superstitions in a way that will 
make them especially attractive to the general reader. 

553.8 Gems || Precious stones || Charms 22-3636/5 


Lord, Isabel Ely. Getting your money’s worth. N.Y.Harcoutt, 
1922. 210p. $1.50. 


Practical advice on the making of a budget and keeping account of expen- 
ditures; sensible and easy to understand. The author was, for ten years, 
Director, School of household science and arts, Pratt institute. 

640 Home economics—Accounting || Budget, Personal 22-4992/4 


Matthews, Joseph Merritt. Bleaching and related processes as ap- 
plied to textile fibers and other materials. N.Y. Chemical cat- 
alog co.1921. 676p. illus. $8. 


An authoritative handbook for the use of the textile chemist and mill 
operative, written from a practical rather than a theoretical standpoint; 
illustrations and diagrams selected and placed with reference to the devel- 
opment of the text, so as to enable the reader to visualize clearly the pro- 
cesses discussed. Bibliography and index. 

667 Bleaching j| Cleaning. Analytic: Bleaching—Bibliography 22-200/5 


Mills, John. Within the atom. N.Y.VanNostrand,1921. 215p. 
illus. $2. 


A non-technical interpretation of our present scientific knowledge of 
atoms and electrons for those who desire a familiarity with the basis of 
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modern science. As Ellwood Hendrich says in the New York Evening Post, 

“not designed for the standard tired business man or for the debutante” 

but a book “well worth reading and having convenient in the library.” 
530.1 Matter || Electrons || Quantum theory 21-18265/5 


Mittell, B. E. G. Continuous wave wireless telegraphy (Pitman’s 
technical primer series) N.Y.Pitman,1922. 114p. illus. 85c. 
“A non- -mathematical introduction to the subject of wireless telegraphy 
from the engineer’s point of view with special reference to the principles, 
apparatus, and operation of continuous wave systems.”—Subtitle. Short biblio- 
graphy and index. 
654 Telegraph, Wireless 22-26317/3 


Moureu, Charles Leon Francois. Fundamental principles of organ- 
ic chemistry; authorised translation from the sixth French 
edition, by Walter T. K. Braunholtz. N.Y.Harcourt,1921. 
339p. $2.75. 


A textbook for university students by a prominent French chemist, whose 
method of presenting the fundamental principles of the subject differs mater- 
ially from accepted English traditions. The general theories are covered in an 
introduction of one hundred and fifteen pages; aromatic hydrocarbons are dis- 
cussed immediately after aliphatic ones, and the nature of chemical actions is 
given careful attention rather than a mere mention of what happens. Index. 

547 Chemistry, Organic. Analytic: Dyes and dyeing (Bell) Agr 22-96/4 


Peabody, Henrietta C. Inside the house beautiful. Bost.Atlantic 
monthly,1921. 7Op. illus. 30%cm. $3. 


A selection of views from typical American homes of good taste, with des- 
criptive notes. Some interesting groupings are “The hospitable hall,” “Books 
and their placing,” “Kitchen comforts.” 

645 House decorations 22-6247/3 


Phillips, R. Randal. Furnishing the house, by R. Randal Phillips 
and Ellen Woolrich. N.Y.Scribner,1921. 152p. illus $3.50. 


Interesting as an up-to-date English treatment of house furnishing for people 
of moderate means, though the difference between English and American cus- 
toms and use of materials would make modifications necessary. Good illus- 
trations from photographs. 

645 House decoration 22-6247/3 


Powers, Wilbur Louis. Land drainage, by W. L. Powers and T. 


A. H.. Teeter (Wiley agricultural engineering series) N.Y. 
Wiley,1922. 270p. illus. $2.75. 


A textbook for students of general agriculture or agricultural engineering, 
a reference book for practical farmers and an aid to owners of wet, over- 
flowed marsh, swamp or alkaline lands, who desire to improve them. Consid- 
ered chiefly from agricultural standpoint—especially in relation to soil physics. 
Chapter questions and bibliographies. Index. 

631 Drainage. Anaytic: Drainage—Bibliography 22-2460/4 


Robinson, Rowland Evans. Silver fields, and other sketches of a 
farmer-sportsman. Bost.Houghton,1921. 261p. $1.75. 
To those who love the haunting cry of wild geese against a wind blown sky 


and the music of swirling water near the pool where the bass lie hidden, these 


. raed essays of the Vermont countryside, by a “farmer-sportsman”, will be 
a delight 


504 Outdoor life 21-12865/3 
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Rowntree, Benjamin Seebohm. The human factor in business. N.Y, 
&Lond.Longmans,1921. 176p. $2. 6/ 


“A description of the way in which the directors of the Cocoa Works, York, 
have tried to solve some of the human problems of business administration, 
... Under five heads—Wages, Hours, Economic Security of the Workers, 
Working Conditions, Joint Control . .. And in each section I indicate the end 
we have in view, the means by which we try to achieve it, and the extent of 
our success.”—IJntroduction. Concise, written by an employer of a large and 
successful industry, and equipped with appendixes and index. 


658 Labor and laboring classes—Great Britain || Efficiency, Industrial || Insur- 
ance, Unemployment 21-14072/5 


Sherman, Henry Clapp. The vitamins, by H. C. Sherman and §. 
L. Smith (American chemical society. Monograph series) N.Y. 


Chemical catalog co.1922. 273p. illus. $4. 


A summary of what was known on the subject at the end of 1921, with a 
bibliography of twenty-five pages, a subject and an author index. Will be of 
interest to chemists. Too technical for the general reader. 

613.2 Vitamines. Analytic: Vitamines—Bibliography 22-4912/4 


Smallwood, William Martin. Man—the animal. N.Y.Macmillan, 
1922. 223p. illus. $2.50. 


A lucid and interesting application, though necessarily limited in scope, of 
the elementary laws of biology as understood at present, in their relation to 
man’s physical existence. Written in simple language for the general reader. 
Discusses the cell, reproduction, the nervous system, disease and heredity. The 
illustrations and drawings are clear and aptly explain the text. 

570 Man || Biology 22-1459/4 


Taylor, Hugh Stott. Industrial hydrogen (American chemical 


society. Monograph series) N.Y.Chemical catalog co.1921. 
210p. illus. $3.50. 

A monograph which covers the subject more fully than any in recent years. 
The chemical side of the problem of hydrogen technology is here emphasized 
but necessary data have been supplied, upon which the calculations for actual 
plant details can be based. No extended discussion of costs. 

661 Hydrogen 21-20924/3 


Venable, Francis Preston. Zirconium and its compounds (Ameri- 
can chemical society. Monograph series) N.Y.Chemical cata- 


log co.1922. 173p. $2.50. 


A monograph on an element which bids fair to rival some of the more im- 
portant discoveries of late years. A full description of its compounds, meth- 
ods of analysis and a chapter on patents concerned with it. Bibliography (21p.) 
of periodical articles. 

546 Zirconium. Analytic: Zirconium—Bibliography 22-5921/4 


Vivian, Evelyn Charles H. A history of aeronautics; with a section 
on progress in aeroplane design by W. Lockwood Marsh. N.Y. 
Harcourt,Lond.Collins,1921. 521p. illus. $5. 30/ 


In this record of how the aeroplane has been evolved, good judgment 
has been shown in the selection and arrangement of material. The stories of 
the Wright brothers and Santos-Dumont are largely taken from their own ac- 
counts. There is a short bibliography which covers works from 1670 to 1920, 
index and three appendixes containing reports on trials of Clement Ader in 
1897, the Wright patent in 1903 and a proclamation published by the French 
government on ballon ascents in 1783. 

629.1 Aviation. Analytic: Aviation—Bibliography (Collins) 21-18785/4 
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Walter, L. H. Directive wireless telegraphy; direction and posi- 
tion finding, etc.; the theory and practice of directive wireless 
transmission and reception as applied to the signalling and de- 
termination of direction and position on land, at sea, and in the 
air for wireless operators, navigators, pilots, students, and 
others (Pitman’s technical primer series) N.Y.&Lond.Pitman, 


1921. 124p. illus. 85c. 2/6. 


Aims to give an outline as concisely as possible of all available information 
on the finding of direction by wireless, or the taking of a bearing by the wire- 
less compass. Particularly useful to those not in touch with a technical li- 
brary. Index and list of English writers and periodicals to which reference is 
made, appended. 

654 Telegraph, Wireless 22-26326/3 


Walton, Seymour. Mathematics of accounting and finance, by Sey- 
mour Walton and H. A. Finney. N.Y.Ronald,1921. 274p. $4. 


A good business manual, comprehensive, with an interesting application of 
logarithms and actuarial methods in the solution of business problems. For 
large libraries. 

511 Arithmetic, Commercial || Accounting || Finance 21-16653/5 


Whitehead, Harold. Howto runa store. N.Y.Crowell,1921. 296p. 
$2.50. 


Practical information written in a popular style. Endeavors especially to help 
the small merchant who takes an active part in the management of all phases 
of his business from ‘buying to selling. Docs not replace others but compares 
favorably with the popular type. Author is head of the Department of sales 
relations, College of business administration, Boston university. 

658 Retail trade || Salesmen and salesmanship 21-17839/4 


Wood, Bertha M. Foods of the foreign-born in relation to health. 
Bost.Whitcomb & Barrows,1922. 98p. $1.25. 


A comparison of food habits of foreign-born people—Mexicans, Portuguese, 
Italians, Hungarians, Poles and other Slavic peoples, Armenians, Syrians, 
Turks and Greeks, with recipes of their various national dishes and sugges- 
tions for their modification according to laws of health without offending 


the taste or arousing the prejudices of the individual. For social workers, 
public nurses, etc. 


641 Food |! Cookery 22-5806/4 
700 FINE ARTS 


Calvert, Albert Frederick. The Spanish royal tapestries; with 277 
illustrations (Spanish series) N.Y.&Lond.Lane,1921. 67p. 
illus. $4. 15/ 


A first attempt to catalogue, in English, a complete list and description of the 
famous royal collection of tapestries dating back to the thirteenth century. For 
artists and the connoisseur. 

746 Tapestry 22-7011/3 


Colby, Gertrude K. The conflict; a health masque in pantomime. 
N.Y.Barnes,1921. 7Op. illus. $1.50. 


Presented by the Physical education department of Teachers college in 1913 
and 1920. Pandora, representing Humanity lets loose a swarm of evils but is 
cheered by Hope. Ignorance, with his attendant Evils and Diseases, overcomes 
Humanity but is defeated by Wisdom, aided by Enlightenment, Fresh Air, 
Vater and Sunshine. Directions are given for dances and costumes. 

793 Masks (Plays) 21-19761/3 
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Daly, Charles Dudley. American football. N.Y.Harper,1921. 171p, 
illus. $2. 


Written by the coach at West Point. The author states in the preface that 
the principles which he presents are those which have been tried and found 
successful by some of the best coaches in the country. Contains many diagrams 
and portraits of prominent players and coaches. 

797 Foot-ball 21-15560/3 


Denison, E. E. The play of auction hands. Bost.Lothrop,1922, 
284p. illus. $2. 

“One hundred hands illustrated and analyzed, the first seventy-two hands ex- 
plaining the play of declarant, and the balance of twenty-eight, the play of op- 
ponents of declarant, besides a discussion of certain features of auction bidding 
and conventions.”—Subtitle. Diagrams show hearts and diamonds in red, 
Only where special call for auction bridge. 

795 Auction bridge 22-3474/3 


Faure, Eli. History of art; ancient art; tr. from the French by 
Walter Pach. v.l. N.Y.Harper,1921. 306p. illus. $6. 
Remarkable work of a French physician, a self-taught critic, in four volumes 
of which this is the first translated. Art in Egypi, the Orient, Greece and 
Rome are discussed. More than an ordinary treatise, for the history of the 
development of man as revealed by art is traced. Writien in such a way as to 
be in itself a work of art. Index and synoptic tables. 
709 Art. Ancient 21-21073/3 


Fucito, Salvatore. Caruso and the art of singing, including Caru- 
so’s vocal exercises and his practical advice to students and 
teachers of singing, by Salvatore Fucito and Barnet J. Beyer. 


N.Y.Stokes,1922. 219p. illus. music. $3. 


An interesting account of the personality and methods of a great artist as 
well as a tribute to his memory as a friend by his coach and accompanist from 
1915 to 1921. 


780 Caruso, Enrico |! Singing and voice culture 22-4323/4 


Hare, Walter Ben. The minstrel encyclopedia. Bost.W.H.Baker 
co.1921. 222p. music. paper, $1. 


Directions for production, costumes and make-up, with complete minstrel 
shows, including stage directions, jokes and miscellaneous material. 
792 Negro minstrels 21-12723/3 


Hollister, Paul Merrick. Famous Colonial houses. Phil.McKay, 
1921. 170p. illus. 3lem. $7.50. 


A descriptive and historical record of twelve houses from New Hampshire to 
Louisiana. Julian Street, in his introduction, suggests that they typify the 
stability of thought and ideals that entered into the building of our nation. Mr. 
Hollister has connected the story of its occupants with each mansion, and each 
chapter has an interesting view of the house in color. A gift book. 

728 Architecture, Colonial || Historic houses 22-26312/4 


Hunter, David Smith. Golf simplified. Garden City,N.Y.,Double- 
day,1921. 43p. illus. $1. 


An excellent book for the beginner as well as the more advanced player. 
He emphasizes the turning or “pronating” of the wrists in starting and com- 
pleting the golf swing, as a correction of many faults acquired through a lack 
of proper training. Illustrated with photographs of correct positions. 

796 Golf 21-11478/3 
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Magonigle, Harold Van Buren. Architectural rendering in wash. 
N.Y.Scribner,1921. 1600p. illus. 26cm. $5. 

For architects and students, giving explicit directions as to materials, 
preparation of paper and rendering of drawings in monochrome and color. 
The illustrations, reproduced from the work of the author and others, add 
much to the value and interest of the book. 

744 Architectural drawing 21-15656/3 


Miller, Warren Hastings. The anee workshop. Cincinnati, 
Stewart Kidd,1921. 136p. illus. $1.75. 

A practical book with descriptions and working drawings for making tents, 
pack and trail gear, cook kits and all sorts of sport equipment. Author is the 
former editor of Field and Stream. 

796 Sports || Camping—Outfits, supplies, ete. 22-2875/4 


Newman, Ernest, ed. Modern Russian songs (Musicians library) 
Bost.Ditson,1921. 2v. illus. 32cm. $3.50; paper, $2.50. 


Two volumes of songs for high voice, alphabetically arranged by com- 
poser, with an introductory essay on ‘The Russian song” and biographical 
sketches of the composers, with a few portraits. Includes many songs by 
Moussorgsky. 

784.8 Songs, Russian 21-21676/3 


Phillips, William J.. Carols. N.Y.Dutton,Lond.Routledge,1921. 
134p. illus. music. $3. 

Mr. Phillips has revived and brought out much that is interesting in words 
and music of old carols. The music is poorly printed, small type and blurred. 
These carols are, in the main, not unknown to the elect, but there is much 
here for the general public. 

788 Carols. Analytic: Mysicries and miracle plays 22-4326/4 


Wier, Albert E., ed. Light violin pieces the whole world plays 
(Whole world series, 20) N.Y.Appleton,1922. 192p. music. 
30cm. paper, $2. 

Fifty-two selections. “Designed and executed primarily as a volume of violin 
compositions for the hour of recreation ... most of its compositions convey a 
message of joy—even those in minor keys are placed there more through mood 
than sadness.”’—Editor’s Note. 

787.1 Violin music 22-3479/3 


Yarrow, William, ed. Robert Henri. N.Y.Boni&Liveright,1921. 
114p. illus. 35%cm. $10. 

“Attractive monograph which appears as the first volume in The American 
Art: Library’; »« The book contains forty unusually fine reproductions, an in- 
teresting photograph of Mr. Henri as frontispiece, a foreword by Thomas J. 
Craven, and an unsigned biographical- critical essay The pictorial portion 
of the work deserves high praise.”—The Nation, 63 677, 7D 21. 

759 Henri, Robert 21-17834/2 

800 LITERATURE 


ingen. Mrs Hilda (Doolittle) Hymen, by H. D. N.Y.Holt, 
1921. 46p. paper, $1.50. 

Poems mostly on themes of Greck mythology in vers libre, beautiful and clear 
in imagery, characterized by a glow of color and beauty, but marred at times 
by an obscurity that will not recommend them to the average reader. 

811 or 821 22-26308/2 
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Dargan, Mrs Olive (Tilford) The flutter of the goldleaf, and other 
plays, by Olive Tilford Dargan and Frederick Peterson. N.Y, 
Scribner,1922. 114p. $1.50. 


Four short plays, one by cach of the authors and two written in collabora- 
tion. They differ widely in type but all are distinguished by delicacy of work- 
manship and there is an unusual mingling of the poetic and the scientific spirit. 
Mrs. Dargan is a poet and Dr. Peterson a psychiatrist. 

812 or 822 22- 


Davies, William Henry. The captive lion, & other poems. 
Haven,Yale univ.1921. 99p. $1.50. 

Verses by an English poet-tramp revealing an Elizabethan enjoyment of 
life in all its phases, sometimes expressed with an Elizabethan freedom of 
speech. 

§21 21-16524/2 


De La Mare, Walter John. The veil. N.Y.Holt,Lond.Constable, 
1921. 84p. $2. 6/ 


These verses have, for the most part, Mr. De La Mare’s usual charm—the 
unusual subject, the sensitive choice of words, the hint of the elusive and the 
mysterious. 

821 (Constable) 22-1241/2 


Drinkwater, John. Seeds of time. Bost.Houghton,Lond.Sidgwick, 
1922. 68p. $1.25. 3/6. 


Musical verse, with some delightfully lyric numbers. Much is suggested 
beyond the actual expression. 
821 22-4931/2 


Freeman, John. Music; lyrical and narrative poems. N.Y.Har- 
court,Lond.Selwyn,1922. 189p. $2. 7/6. 


A volume that collects Mr. Freeman’s poetry written since the publication 
of his Poems, new and old (Booklist, 17:342, J1 21) Some lovely interpre- 
tations of out-door things, also those that sound a more personal note. 
There is great variance in the quality of the work, some poems have lyric 
beauty while others are quite lacking in merit. 

$21 22-26311/2 


Housman, Laurence. Angels & ministers; four plays of Victorian 
shade & character. N.Y.Harcourt,Lond.Cape,1922. 150p. $1.50. 
3/6. 

With humor and grace the author interprets the spirit of Victorianism 
as revealed in famous characters, viewed “under the rose-shaded lamp of 
history, domestically designed,” through which medium he would have 
“these old characters look young again.” 

Contents: The queen: God bless her! (A scene from home-life in the 
Highlands)—His favorite flower (A political myth explained)—The com- 
forter (A political finale)—Possession (A peep-show in paradise) 

822 22-2774/2 


Johnson, James Weldon, ed. The book of American negro poctry. 
N.Y.Harcourt,1922. 217p. $2.25. 

Represents the conscious self-expression of the educated colored race, 
while Talley, Negro folk rhymes (Booklist, 18:183, Mr 22) contains the 
naive poetry of an illiterate people. Verse in both dialect and conventional 
English is included, with preface on “The negro’s creative genius” and a 
biographical index of authors. 

811.08 or 821.08 Negro poetry || American poetry (Collections) 22-5816/4 
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Jokes for all occasions, selected and ed. by one of America’s fore- 


most public speakers. N.Y.Clode,1921. 319p. $1. 


Alphabetically arranged by subject with sections of miscellaneous jokes 
by a contributor to Life. Readable, amusing, inexpensive and will no doubt 
be useful in any library not already possessed of too many similar collec- 
tions. 

817 or 827 Wit and humor 21-13003/2 


Leonard, Sterling Andrus, ed. The Atlantic book of modern plays. 
Bost.Atlantic monthly,1921. 324p. $2. 


An anthology of fifteen plays, chiefly one-act, by American, Irish and 
English authors, with questions for discussion in reading plays, notes on 
dramas, and dramatists, and bibliography, designed to promote a keener 
appreciation of good drama in high schools. Duplicates very little material 
in other collections. 


822 English drama (Collections) || American drama (Collections) Analytics: 
Drama—RBibliography. Author and title analytics if desired (30 cards) 22—2335/35 


Marks, Jeannette Augustus. Willow pollen. Bost.Four seas,1921. 
S9p. $2. 


A small collection of verse in both free and conventional form, in which 
there are verses of charm and beauty, full of delicate imagery and fancy. 
Some of the poems appeared in various magazines. 

811 or 821 21-21624/2 


Masefield, John. King Cole. N.Y.Macmillan,1921. 87p. illus. $1.50. 


The legend is that King Cole returns to help Englishmen in their need, 
and in this narrative poem he brings opportunity and renewed zest to a 
traveling circus. While not so vivid as Reynard the fox, there is good char- 
acterization, a sense of circus glamor, with the charm of wayside beauty. 

821 21-18240/2 


Mixter, Florence Kilpatrick. Out of mist. N.Y.Boni&Liveright, 
1921. 76p. $1.75. 


A sequence of twenty-nine sonnets and as many more separate short 
poems, many reprinted from Poctry, Contemporary Verse, The Lyric, etc. 
The sonnet sequence is a beautiful expression of the pain of love, the other 
poems too are pervaded with a sense of sadness. 

811 or $21 21-16519/2 


Mordell, Albert. The literature of ecstasy. N.Y.Boni&Liveright, 
1921. 262p. $2.50. 


An interesting interpretation of poetry; the author contending that true 
poetry is a spirit, or atmosphere, an essential quality permeating all liter- 
ature or art in which passion, imagination or ecstasy are present, whatever 
its form, and that it must be judged on its power to stir the emotions. 
Clearly written. Primarily for students of literature. Index of authors 
appended. 

808.1 Poetry || Ecstasy 21-20569/4 


Morris, Joseph, comp. It can be done; collected by Joseph Morris 
and St. Clair Adams. N.Y.Sully,1921. 252p. $1.50; leather, 
$3 
Du. 

Inspirational poems, mostly recent, but with a few standard selections. 
Most of the poems are preceded by brief homilies intended to put the reader 
in the mood of the poem. There is an author index, with brief biographical 
sketches. Inspiration includes work from E. A. Guest, Walt Mason and 
many others. 


821.08 English poetry (Collections) || American poetry (Collections) 
21-21101/4 
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Morse, Katharine. A gate of cedar. N.Y.Macmillan,1922. 16lp. 
$1.25. 

One or two of the shorter poems in the first section are reminiscent of 
Emily Dickinson in their terseness and unexpected phrasing. There is a 
wide variety in theme and treatment and many poetry-lovers will find some- 
thing to their taste. 

811 or 821 22-3504/2 


Murray, Gilbert. Tradition and progress. Bost.Houghton,1922. 
22Ip. $3. 
Serious, interesting addresses and articles on subjects literary, patriotic 
and ethical. Simply written, with evidence of wide knowledge. English 
title, Essays and addresses. 


824 22-26327/2 


Nevinson, Henry Woodd. Essays in freedom and rebellion. New 
Haven,Yale univ.1921. 213p. $2. 


This is a continuation of two earlier volumes to which is added a selection 
of essays that have appeared in the London Nation since the war. The themes 
are not of a political nature but seek to instigate rebellion against dullness 
and materialism and mental sloth. The ideas are fresh and the form of 
presentation unhackneyed. 

824 22-2887/2 


Pound, Ezra Loomis. Poems, 1918-21. N.Y.Boni&Liveright,1921. 
90p. $2.50. 


Partly translations, partly original, some of these poems have appeared 
in the Dial, Poetry and other periodicals. Baffling and extremely “modern” 
verse whose appeal will be limited. 

811 or 821 21-22337/2 


Rhodes, Charles Elbert. Effective expression. N.Y.Gregg,1921. 
532p. $1.60. 


A simple, thorough presentation of ideals in composition. From the 
points “getting ready to write” and “having something to say,” the author 
motivates the later descriptions which range from diction and paragraph 
structure to the short story and drama. Good illustrations, exercises. An 
all-around book, worth while as a high school teacher’s manual or a student 
text. Index. 

808 English language—Composition and exercises || Rhetoric 21-13004/4 


Rubenstein, Harold F. Shakespeare; a play, by H. F. Rubenstein 
and Clifford Bax. Bost.Houghton,1921. 117p. $1.50. 


It is interesting to compare this interpretation of the Shakespeare tradi- 
tion with that by Clemence Dane (Booklist, 18:228, Ap 22) This is a more 
realistic treatment, in prose, and covers the later period of Shakespeare's 
life. The close shows him a broken, disillusioned man, finding comfort only 
in the devotion of his daughter, Judith. 

822 Shakespeare in fiction, drama, poetry, ete. 21-21105/3 


Shelby, Annie Blanche, comp. The lullaby book; or, Mothers’ love 
songs. N.Y.Duffield,1921. 183p. $1.75. 


A wide selection, ranging from an old Latin lullaby to the present day 
poetry. The choice is wider than the title would indicate, including some 
poems of childhood not strictly lullabies. Attractive make-up. 

821.08 Lullabies 21-22111/3 
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Starr, Meredith, ed. The future of the novel. Bost.Small,Lond. 
Heath,1921. 211p. $2. 7/6. 


Sixty-two short interviews which appeared in the Pall Mall Gazette. The 
opinions of as many authors, British with the exception of two or three. 
Interesting to compare with the New Republic (30:348, 12 Ap 22, pt 2) which 
has a similar symposium by American writers. 

823 Engish fiction || Novelists. Analytics if desired (63 cards) 22-—26320/67 


Stevenson, Robert Louis. Moral emblems, & other poems. N.Y. 
Scribner,1921. 79p. illus. $1.25. 


Lloyd Osbourne writes the charming preface to this volume of verses 
with woodcuts by the author, first printed in a very small edition many 
years ago. 

827 21-21417/2 


Thurston, Ernest Temple. The wandering Jew. N.Y.Putnam,1921. 
156p. $1.75. 


A new interpretation of the story of the Wandering Jew, played in Lon- 
don and New York. Differs from the usual tradition in ending with the 
death of the Jew, after more than a thousand years of suffering have trans- 
formed his character and expiated his sin. 

822 Wandering Jew 21-4737/2 


Untermeyer, Louis. Heavens. N.Y.Harcourt,1922. 135p. $1.75. 


The first part describes a trip by the author, accompanied by a celestial 
guide, to five branches of literary heavens, representing in clever parody, 
Chesterton, Wells, George Moore and the romanticist and realist heavens. 
The second part contains five previews (the review of an unwritten book) 
and a group of verse parodies on the style and diction of Robinson, Sand- 
burg, Lindsay, Markham, Masters and Amy Lowell, with others on Ein- 
stein’s theory of relativity. Very amusing. 

817 or 827 22-5818/2 


Vince, Charles. Wayfarers in Arcady. N.Y.Putnam,1922. 168p. 
ey) 


Yor 
Sketches of the out-of-doors; of Sussex rivers and roads, valleys and 
downs, shepherds and fishermen. A fanciful and charmingly descriptive 
book which will appeal to nature lovers. 
824 Great Britain—Description and travel 22-3578/3 


Waley, Arthur. The n6 plays of Japan. N.Y.Knopf,Lond.Allen& 
Unwin,1922. 270p. illus. $5. 18/ 


There is a curious fascination in these plays, with their conventions and 
traditions so different from those of the Western stage, but voicing uni- 
versal emotions. Photographs, an explanatory introduction and an appendix 
help to an understanding of their technique, and the translation has a 
poetic charm of its own. Bound in orange-colored boards. Bibliography. 

895 Japanese drama 22-7958/3 

900 HISTORY 


Addams, Jane. Peace and bread in time of war. N.Y.Macmillan, 
1922. 257p. $1.75. 

_“The outgrowth of an attempt to write a brief history of the efforts 

tor peace made by a small group of women in the United States during the 

European war, and of their connection with the women of other countries, 

as together they became organized into the Women’s International League 

tor Peace and Freedom.”—Foreword. 


940.3 European War, 1914-1918—Peace and mediation || Woman's peace 
party || Women’s international league for peace and freedom 22-4338/5 
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Dukes, Sir Paul. Red dusk and the morrow. Garden City,N.Y,, 
Doubleday,1922. 322p. illus. $3.50. 


Dramatic and fascinating account of the author’s months of residence in 
soviet Russia as chief of the British intelligence service, while investigating 
the attitude of the Russian people to the government. He believes their 
growing indifference to all things political, their love of the land they have 
acquired, their eagerness to ally themselves with any constructive forces, 
domestic or foreign, and their desire to be at work are the factors which 
will overthrow the bolshevik rule and make for a stable government. 

947 Bolshevism—Russia '!| Russia—History—Revolution, 1917 22-5825 


Gabriel, Ralph Henry. The evolution of Long Island (Yale his- 
torical publications. Miscellany IX) New Haven, Yale univ. 
1921. 194p. map. $2.50. 


The story of the geological development of the island, beginning at the 
end of the Paleozoic era and still continuing, and of its historical and _in- 
dustrial development from the time of the Dutch settlements in the first 
half of the seventeenth century. Bibliographical note. 

974.7 Long Island. Analytic: Long Island—Bibliography 22-1376/4 


Krey, August Charles, ed. and tr. The first crusade. Princeton, 
Princeton univ.1921. 299p. maps. $3. 


The style and manner of the original documents have been retained as 
nearly as possible in admirably chosen selections from the contemporary 
writers of the first crusade, and the result is a vivid exposition of the spirit 
that ruled Christian and pagan, knight and soldier at that time as recounted 
by Gesta, Raymond, Canon of Puy, Fulcher of Chartres and others. Ex- 
planatory chapter notes added. 

940.1 Crusades 22-1292/3 


Lingley, Charles Ramsdell. Since the Civil war (The United 
States) N.Y.Century,1920. 635p. maps. $2.65. 


Clear, concise, well balanced outline; not too “heavy” for the general 
reader, and excellent for history students in high schools and colleges. 
973 U. S—History, 1865— 21-574/3 


McCabe, Joseph. The evolution of civilization. N.Y.Putnam,1922. 
138p.' $1.50. 

It is the aim of the author in this small volume to follow the thread of 
continuity of development from brute man to our stage of culture. He 
says that the secret of human progress is contact of ideas, conflict of cul- 
tures, intercommunication, etc. Will prove interesting to some readers of 


Wells’ Outline of history. 
901 Civilization—History 22-—4337/3 


Munro, Dana Carleton. The middle ages, 395-1272 (Century his- 
torical series) N.Y.Century,1921. 446p. maps. $3.50. 


Against a brilliant background woven from the everyday life, thought, 
work and play of the people, Professor Munro continues the story of early 
civilization (the fourth volume of the projected Century historical series) 
from Justinian, tracing the influence of the various nations coming together 
for a common purpose—commerce, conquest, religion—down to the peri ad 
of the renaissance and reformation. Numerous maps, index, carefully 
selected general bibliography, and a special bibliography or ‘library of 
twenty-five works. 


940.1 Middle ages—History. Analytic: Middle i 
1-17024/ 





a sss oc 


—_— jo 


ar 
se 


Fi 


May, 1922 GENERAL LITERATURE 281 


Panaretofi, Stephen. Near Eastern affairs and conditions (Insti- 
tute of politics publications, Williams College, Williamstown, 
Mass.) N.Y.Macmillan,1922. 216p. $2.25. 

A series of lectures which give a résumé of the Balkan situation, by the 
Bulgarian minister to the United States. His summary of the work of the 
Paris conference as affecting the Near East is especially worthy of attention, 
coming as it does from one who can speak with authority. 

949.6 Eastern question (Balkan) || Balkan peninsula 22-3575/4 


Powell, Edward Alexander. Asia at the crossroads; Japan, Korea, 
China, Philippine Islands. N.Y.Century,1922. 369p.illus. maps. 
$3. 


In his usual easy conversational style, the author aims to give a clear 
unprejudiced explanation of the underlying causes of the complexities of 
politics in the Far East, so that the general reader may have an A B C 
knowledge of the subject and be able to follow and intelligently discuss 
and interpret its further developments in its relation to America. 

950 Eastern question (Far East) || International law and relations. Analytics: 
Japan || Korea || China |! Philippine Islands 22-6186/8 


Repington, Charles 4 Court. After the war. Bost.Houghton,1922. 
477p. $5. 

While this new diary is more political and less social than his other, much 
the same method has_ been used in this narrative of persons and politics 
in Europe after the War. An account of the author’s experiences at the 
Washington conference on the limitation of armament, concludes the book. 

$40.5 Europe—Politics |! Reconstruction (European War) 22-4587/4 


Robinson, James Harvey. A general history of Europe, by James 
Harvey Robinson and others. Bost.Ginn,1921. 667p. illus. 
maps. $2.20. 


Intended to cover the whole period of European history from the time of 
prehistoric man, but concentrating on the events of the last fifty years, and 
the events in previous history whose study will aid in an understanding of 
our own time. Questions for review and further study follow chapters and 
there is a bibliography (15p.) For high school or junior college. 

940 Europe—History. Analytic: Europe—History—Bibliography 21-16077/4 


Sherrill, Charles Hitchcock. Prime ministers and presidents. N.Y. 
Doran,1922. 314p. illus. $2.50. 


Interesting sketches of the leading men of the governments of Europe 
and Japan, and analyses of the conditions of the countries which they repre- 
sent. While entertainingly written, it is not flippant. 

940.5 Europe—Politics || International relations 22-6615/4 
Wilmot-Buxton, Ethel Mary. A short world history. N.Y.Dutton, 

1921. 219p. $2. 

Presupposes a general knowledge of the chief events, places and person- 
ages of history—does not deal with military, biographical or political events. 
A brief narrative of the making of succeeding empires, the causes of growth 
and decline, with due emphasis given to economic factors. Bibliographies 
at end of each section. Index. 

$09 History, Tyniversal. Analytic: History, Universal—Bibliography 22-1298/4 


910 GEOGRAPHY AND TRAVEL 


Foster, Harry L. The adventures of a tropical tramp. N.Y.Dodd, 
1922. 359p. illus. $2.50. 


A breezy and casual account by a young American writer, who sought 
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adventure in South America, and found it in many a humorous experience, 
while working his way. 
918 South America—Description and travel 22-6005/3 


Greenbie, Mrs Marjorie Latta (Barstow) In the eyes of the East. 
N.Y.Dodd,1921. 420p. illus. $3.50. 


An account of the trip of an American girl through the Orient. Has some 
unusual pictures of Eastern life, particularly that of the women. Written 
in a chatty discursive style with quite personal references. 

915 East (Far East)—-Description and travel 21-19664/3 
Grierson, Elizabeth Wilson. Things seen in Florence (Things seen 

series) N.Y.Dutton,Lond.Seeley,1922. 159p. illus. $1.50. 3/6. 

Not an exhaustive guide bock but a sheaf of impressions of the most 
striking features of the city, artistic and human. Good plates add much 
to its value. Pictures postcard size. One of a series including volumes on 
India, China, Spain, Japan, Holland, Palestine, Venice, Egypt, Russia, Oxford 
and London. 

914.55 Florence—Description (Seeley) 22-5826/3 


Harrison, Francis Burton. The corner-stone of Philippine inde- 
pendence. N.Y.Century,1922. 343p. illus. $3. 


A plea for the granting of independence to the Filipinos, based on what 
they themselves have achieved in establishing order and developing the re- 
sources of the Islands. The author was governor-general of the Islands 
from 1913 to 1921. 


919.14 Philippine Islands—Politics and government || U. S.—Insular emt 
2- 9 
Scott, Alexander MacCallum. Barbary. N.Y.Dodd,Lond.Butter- 
worth,1921. 222p. illus. maps. $3.50. 12/6. 


An entertaining sketch of the places the author visited in Tunisia and 
Algeria, made up of bits of history, fact and fiction, reminiscence and anec- 
dote. Illustrated with numerous full-page photographs and two maps. 

$16.1 Barbary States (Butterworth) 22-—4775/3 


Steiner, Edward Alfred. Old trails and new borders. N.Y.Revell, 
1921. 208p. $1.50. 


Describes what he saw and how he felt during a journey through post- 
war Europe. At all times American, he is peculiarly alive to the condi- 
tions of life, ideals and needs of the peopie he visited. He pays high tribute 
to the war and post-war work of the English and American Friends. 

914 Europe—Description and travel || Europe—Economic ee, wna 

2-5082/ 
Verrill, Alpheus Hyatt. Panama, past and present. N.Y.Dodd,1921. 
262p. illus. maps. $2. 


Written in an easy style this book, describing the flora and fauna, the 
people and interesting features of the country, will appeal to the general 
reader. The last chapter and appendix are compilations of data and sta- 
tistics. No index, full table of contents. 

918.6 Panama 22-432/3 


920 or B BIOGRAPHY 


Burroughs, John. My boyhood; with a conclusion by his son, 
Julian Burroughs. Garden City,N.Y.,Doubleday,1922. 247p. 
illus. $2.50. 


_The first part of the book is a delightful record of the simple, almost 
pioneer life of rural New York nearly a century ago, told by the country 
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boy who luckily had an eager curiosity and a gift of expression which 
differentiated him from his brothers. The second part is an affectionate 
tribute from his son, giving a pleasant picture of John Burroughs’ later 
years. 

921 or B’- Burroughs, John 22-7305/2 


Conwell, Russell Herman. Why Lincoln laughed. N.Y.Harper, 
1922. 147p. $1.50. 


Popular treatment of Lincoln’s humor with reminiscences of the author’s 
own meeting with the president. Several of Lincoln’s favorite stories are 
given, and special emphasis is laid on his fondness for Artemus Ward, 
with long excerpts from Ward’s writings. 

921 or B’ Lincoln, Abraham 22-3088/3 


Depew, Chauncey Mitchell. My memories of eighty years. N.Y. 
Scribner,1922. 417p. $4. 


“A delightful array of anecdotes and comment,” says the New York Times 
“vith the ring and tang of an after-dinner speech,” by one whose lines have 
indeed “fallen in pleasant places.” 

921 or B- Depew, Chauncey Mitchell 22-7398/2 


Landau-Aldanov, M. A. Lenin; authorized translation from the 
French. N.Y.Dutton,1922. 241p. $3. 


An estimate by an avowed enemy, a Russian socialist, anti-militarist and 
anti-revolutionist. The book is, he tells us, “a study, on the one hand of 
avery strong and a very curious personality,” personally incorruptible, but 
described by a friend, “for the cause” willing “to steal a pocketbook, if 
necessary;” on the other hand—‘is meant to be a study in social philo- 
sophy.” Based largely on documents of Bolshevik origin. 

921 or B Lenine, Nikolai (L. C. uses Ulianov, Vladimir Il’ich) 22-5391/3 


Lewisohn, Ludwig. Up stream; an American chronicle. N.Y.Boni 
&Liveright,1922. 248p. $3. 


A fascinating story of the growing-up of an American critic of German 
origin, whose experiences in literary and educational life were a continuous 
process of disillusionment. His arraignment of the hypocrisy, materialism and 
intolerance of present-day America has the convincing power of sincerity, 
though it might have gone farther if presented with less personal bitterness. 
Very well written with an emotional appeal which will create strong feeling 
for and against it. 

$21 or B- Lewisohn, Ludwig 22-5315 /2 


Pearson, Hesketh. Modern men and mummers. N.Y.Harcourt, 
Lond.Allen&Unwin,1922. 208p. $2.50 10/6. 

The interest of these sketches varies, depending largely on the subjects, 
some of whom are dismissed with a brief picture or an anecdote. Some, 
like those on Sir Francis Galton and Lytton Strachey, are quite delightful. 

920 Great Britain—Biography. Analytics (31 cards) 22-3307/34 


Riley, Franklin Lafayette, ed. General Robert E. Lee after Ap- 
pomattox. N.Y.Macmillan,1922. 250p. illus. $2.50. 


Much of this material for a Lee memorial volume was collected shortly 
after his death by the faculty of Washington and Lee University. To 
this has been added many reminiscences of Lee alumni, with the result that 
we are given an opportunity to know rather intimately, Lee, the college 
president. The editor is professor of history at Washington and Lee. 

921 or B- Lee, Robert Edward 22-1050/2 
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Sanders, Ella Katherine. Jacques Bénigne Bossuet (Ecclesiastical 
biographies series) N.Y.Macmillan,Lond.S.P.C.K.1922. 408p. 
illus. $6. 15/ 


A very interesting study. Miss Sanders knows her French seventeenth 
century admirably, as witness the books she had already written. Her 
endeavor has been to find the man in Bossuet behind the veil of imposing 
reputation. She has done it with understanding and her book can be recom- 
mended to all specially interested. 

921 or B’ Bossuet, Jacques Bénigne 22-26319/2 


Sheridan, Mrs Clare Consuelo (Frewen) My American diary. N.Y. 
Boni&Liveright,1922. 359p. illus. $3. 


A book of impressions; vivid, illogical, by the English sculptor who 
described her Russian experiences in Mayfair to Moscow (Booklist, 17:346, 
Jl 21) She has the art of writing easily, of picturing people vividly, of 
describing scenes of natural beauty with feeling. An entertaining book, 
with a hundred or more pages on Mexico. 


921 or B’ Sheridan, Mrs Clare Consuelo (Frewen) || U. S.—Description and 
travel || Mexico—Description and travel 22-5450/4 
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Alexander, Grace. Prince Cinderella. Indianapolis, Bobbs-Merrill, 
1921. 343p. $1.75. 


A light, amusing mystery romance told by the heroine who is an orphan of 
twenty-two with much money and a determination to get the most out of 
life. 


21-15820/2 


Beresford, John Davys. The prisoners of Hartling. N.Y.Macmillan, 
1922. 273p. $1.75. 


Garvice Kenyon at ninety keeps the household of Hartling in complete 
subjection to his will in anticipation of their possible share in his estate. 
An interesting study of a group of people who have changed and shaped 
their lives under a dominating influence and the hope of wealth. 


22-3895 /2 


Bjorkman, Edwin August. The soul of a child. N.Y.Knopf,1922. 
321p. $2.50. 


A detailed account simply but forcefully told of the life of Keith Wal- 
lender from five to fifteen years, giving interesting pictures of Swedish 
manners and customs. An intimate psychological study of phases of adoles- 
cence that will prove interesting to parents and teachers rather than to 
the general reader. Marked “for restricted circulation.” 


22-6606/2 


Cade, Coulson T. The Cornish penny. N.Y.Stokes,1922. 311p. 
$1.90. 


Quiet romance of the mystery of Robin Trevarthon’s life. After the 
failure of his first book he leaves pleasant out-of-door Cornwall for Lon- 
don in hopes of gaining a place in the literary world. Much enjoyable 
characterization, although not typically Cornish. 


22-4086/2 


Caine, William. Mendoza and a little lady. N.Y.Putnam,1921. 342p. 
$1.75. 


Light story of artist life in Chelsea in which the older man aids his rival 
to win fame and the “little lady.” 


22-475 /2 


De La Pasture, Edmée Elizabeth Monica. Humbug, by E. M. 
Delafield. N.Y.Macmillan,1922. 345p. $2. 


Development of an affectionate and sensitive child, daughter of stereo- 
typed English parents who consider it right not only to care and provide 
for their child but to control her thoughts and emotions. The victim of 
sentimental evasion of facts, her marriage is another instance of doing what 
is desired of her. Conscious of the mistakes in her upbringing it is her 
avowed intention that her child “shall belong to himself.” Relieved by bits 
of humorous characterization. 


22-4087/2 
Gregory, Jackson. The everlasting whisper. N.Y.Scribner,1922. 
375p. $1.75. 


_ The “everlasting whisper” calls Mark King, adventurer and explorer, 
into the high Sierras, and with him goes Gloria Gaynor, unused to hard- 
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ship and danger. Why she goes and why she stays makes the plot of their 
rather melodramatic romance. A real sense of outdoors adds to the story, 


22-2312/2 


Hamsun, Knut. Wanderers; tr. from the Norwegian by W. W. 
Worster. N.Y.Knopf,Lond.Gyldendal,1922. 32lp. $2.50 8/6. 


Knut Pedersen and his companion wander through Norway working here 
and there. Quiet observations of the country and people, mainly the gentry 
and middle class. The story deals frankly with the problems of marriage, 
faithful and unfaithful. Said to be largely autobiographical. Published in 
Norway as two books. 

22-5371/2 


Harrison, Henry Sydnor. Saint Teresa. Bost.Houghton,1922. 455p. 
$2 


America in the early days of the war. The heroine has earned the title 
of “Saint” Teresa, the girl who hates love. She has gained control of the 
De Silver steel company and is accused of pro-Germanism because of her 
determination that the company shall not manufacture ammunitions. Dean 
Masury, her office manager, while not in sympathy is convinced of the sin- 
cerity of her pacific principles. There is, however, constant conflict between 
them which finally flames into a marvelous hand to hand fight. In the end 
she does the just and generous thing. Not as interesting as Queed. 

22-8242/3 


Hopkins, William John. She blows! and sparm at that! with il 
lustrations from paintings by Clifford W. Ashley. Bost.Hough- 
ton,1922. 361p. illus. $2.50. 


The experiences of young Tim Taycox who at fifteen ships as cabin boy 
on the whaling vessel Clearchus, bound for the South seas. Interest is 
kept up by some exciting incidents, but the fascination of the book lies in 
the rather slow narrative, descriptive of the day’s work aboard a whaler in 
the early seventies. Interesting to all who love the sea and a particularly 
good story for older boys. 

Whaling 22-4601/3 


Hurst, Samuel Bertram Haworth. Coomer Ali. N.Y.Harper,1922. 
248p. $1.75. 


Adventure on land and sea from Calcutta to Mecca whither Coomer Ali is 
bound on a novel pilgrimage for a Mohammedan. A conspiracy involving 
him with the captain and a far eastern halfbreed results in a complicated 
but well handled plot. 

22-3189/2 


Jameson, Mrs Annie Edith (Foster) The privet hedge, by J. E. 
Buckrose. N.Y.Doran,1922. 303p. $1.75. 


That_privet hedge surrounding the little square house at the north end 
of the English village is really a symbol of the attitude of mind of the two 
sisters who lived there, bitterly resenting all change. Caroline, the girl 
who comes to serve them, typifies the new generation and it is her story 
that complicates affairs. 

22-7755/2 
Johnston, William Andrew. The tragedy at the Beach club. Bost. 
Little,1922. 269p. $1.75. 

Doctor Walter Rhodes, the summer colony’s favorite physician is mur- 

dered at the Beach club and in the solution of the mystery innocent and 


guilty are alike involved. 
22-4085/2 
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Kouyoumdjian, Dikran. The romantic lady, by Michael Arlen. N.Y. 
Dodd,1921. 284p. $2. 

Very deftly written, rather picturesque, these four stories of ladies who, 
not perhaps defied, but ignored traditional moralities. The manner is 
quietly dramatic and will amuse sophisticated readers but shock the con- 
ventional. 

21-21093/2 


Lagerlof, Selma Ottiliana Lovisa. The outcast; tr. from the Swed- 
ish by W. Worster. Garden City,N.Y.,Doubleday,1922. 297p. 
$1.90. 


Wrongfully accused Sven Elversson, by his suffering, understanding and 
sympathy, becomes the refuge of the unfortunate. His justification comes at 
the end as the climax of the story. Simple realistic characterizations with 
descriptive passages that make us see Swedish land and sea. There is 
also a mystical quality about the book. The whole is a protest against war, 
a plea that life be held as sacred as death. 

22-5456/2 


Maher, Richard Aumerle. The works of Satan. N.Y.Macmillan, 
1921. 370p. $1.75. 

George G. Riceweather the sedate banker is seen to leave his room in 
a stealthy manner. Satan, the town editor, uses this simple fact to start 
a bit of gossip that upsets Yaleville completely. A humorous story from 

to finish, but will not be very popular. 
21-14700/2 


Marshall, Archibald. Big Peter. N.Y.Dodd,1922. 288p. $2. 


Story full of action and romance in which “Big Peter” of the Australian 


bush becomes John Peter Chandos of Cambray Castle, England. While 
almost melodramatic in plot, much of the charm of earlier stories is found. 
22-5603/2 


Marshall, Edison. Shepherds of the wild. Bost.Little,1922. 300p. 
$1.75. 

The usual situation of contention between cattle and sheep men. The 
animals of the story are particularly prominent, “Shep” the dog is ex- 
pected, but “Spot” the ram, leader of the flock and “Broken Fang” the 
cougar, are unusual and will be enjoyed by older boys. 

22-4084/2 


Oppenheim, Edward Phillips. The great Prince Shan. Bost.Little, 
1922. 303p. $2. 

A great international stage is set in 1934, and on it Prince Shan, the real 
tuler of China, is leading man of the world, while Lady Maggie Trent in 
her attempt to prevent a gigantic plot against England, plays opposite. We 
find Germany prosperous once more but limited by the tre: aty of Versailles, 
France ready to defend herself against. encroachments, while England's 
faith rests entirely in trade and America is again aloof and watchful. Quite 
up to Oppenheim’s best. 

22-—4981/2 


Parrish, Randall. The case and the girl. N.Y.Knopf,1922. 343p. $2. 
\ mystery story based on the resemblance of twin sisters separated in 
infancy, one of whom docs not know of the other’s existence. A group of 
criminals make use of this resemblance in the attempt to secure the fortune 

of one of the sisters. 
22-26240/2 
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Pérochon, Ernest. Néne. N.Y.Doran,1922. 289p. $1.75. 


A pitiful tragedy in the life and death of a peasant girl whose heart is 
broken when the children who have been in her charge are taken from her 
care. Later when she sees they have forgotten her, she feels life is too 
bitter and ends it. Good translation. French edition noted in Booklist, 18:28, 
© 21. 

22-26242/2 


Pryde, Anthony, pseud. An ordeal of honor. N.Y.McBride,1922. 
338p. $2. 

A good, romantic story with a melodramatic plot which is skilfully 
handled. English country life with the characters well sketched and the 
dialogue alive and humorous. 

22-26241/2 


Rideout, Henry Milner. Winter bell. N.Y.Dufficld,1922. 178p. illus. 
$1.75. 


Story of Northern woods—the hero a young woodsman wrongfully ac- 
cused of murder. The glimpse of prison life is contrast for the freedom of 
his life in the open. Told in a simple and direct manner. Appeared in 
Saturday Evening Post. 

22-7408/2 


Sears, Clara Endicott. The romance of Fiddler’s green. Bost. 
Houghton,1922. 239p. $1.75. 


New England village life two or three generations ago. The introduction 
of members of a Shaker community gives a new interest, while the plant- 
ing of the garden of old fashioned flowers with all their symbolic meanings 
is a sentimental touch. 

22-—4439/2 


Seltzer, Charles Alden. “Beau” Rand. Chic.McClurg,1921. 31l1p. 
$1.90. 


The setting and all the characters of a Western story are here—stage, 
holdup, vigilance committee, the heroine returned from school, Lucia, the 
dance-hall girl and “Beau” Rand, a two-gun man, strong in his determina- 
tion for self control. 

21-18582/2 


Stribling, Thomas Sigismund. Birthright. N.Y.Century,1922. 
309p. illus. $1.90. 


Peter Siner, a negro graduate of Harvard, returns to his home village in 
Tennessee and, prompted by a great desire to help his race, attempts to 
found an industrial school. His inability to carry out the work, the spiritual 
struggle he experiences in his adjustment to society, the complications 
arising from his love for Cissie, all are depicted with poignant vividness. 
There is no trace of sentimentality in the handling of any of the situations. 
The picture is of things as they are and at the end we are face to face 
with the big unsolved question. Appeared in Century. 

22-6160/2 


Terhune, Albert Payson. His dog. N.Y.Dutton,1922. 183p. $1.50. 


Redemption of Link Ferris through the care and love he lavishes on 
“Chum” the broken legged collie he finds by the roadside. Appeared in 
Ladies Home Journal under title of Chum dog. 


22-8429/2 
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Tobenkin, Elias. The road. N.Y.Harcourt,1922. 316p. $2. 


Because she considers the views of society responsible for depriving her 
illegitimate son of his possessions, Hilda the heroine becomes an active 
member of a socialist faction, first in New York, later in Russia where she 
goes as a member of the American relief mission. Rather sentimental in 


treatment. 
22-2346/2 


Tozzi, Federigo. Three crosses; tr. by R. Capellero. N.Y.Moffat, 
Lond.Secker,1921. 174p. $2. 6/ 

Tragedy of three brothers, proprietors of a book store in Siena, who 
have forged notes to maintain their business. There is no mystery or 
suspense, the devastating effect of their guilt progresses slowly and with its 
discovery comes the climax. Written with great simplicity of construc- 
tion and style. The author, a Tuscan peasant, died in 1920. 

22—26323/2 


Turgenev, Ivan Sergieevich. Knock, knock, knock, and other 
stories; tr. from the Russian by Constance Garnett (Novels of 
[van Turgenev) N.Y.Macmillan,1921. 345p. $2. 

These five stories are interesting studies of Russian psychology and 


character, some of them with a touch of the supernatural. 
Short stories 21-20111/3 


Watson, E. L. Grant. The other magic. N.Y.Knopf,1921. 275p. 
$2.50. 

For eight years Blunt, a young Englishman, has lived in the South seas 
where no white man has been able to exist for more than one. With the 
coming of a missionary and later, Eva, the woman from home, a terrific 
struggle begins between Christianity and the “superstition-magic” of the 
natives which results in great tragedy. 

21-21698/2 


Watts, Mary Stanbery. The house of Rimmon. N.Y.Macmillan, 
1922. 378p. $2. 


Grover Cleveland Harrod, young author and playwright, is confronted 
with the problem of keeping his ideals and standards and still gaining popu- 
larity with the public “that knows what it wants.” Much good character 
study. Edith Gherardi and the Rudds of From father to son are met again. 

22-4677/2 


White, William Patterson. The rider of Golden Bar. Bost.Little, 
1922. 391p. $1.75. 


Politicians of Crocker county, Wyoming, put Billy Wingo on their ticket 
for sheriff, thinking he was harmless. He pulled the election and then sur- 
prised his electors by starting in to enforce the law. Events are dramatic 
and constant while the dialogue is unmistakably “Western.” Published in 

verybody’s as a serial. 

22-854/2 


Wylie, Ida Alena Ross. Rogues & company. N.Y.Lane,1921. 232p. 
$1.75. 

The hero finds himself sitting on the door-step of London house with a 
cracked head and no memory. Various identities are tried on him, the plot 
growing more complicated and humorous until the solution is reached. 

21-11025/2 
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Abbott, Mrs Jane Ludlow (Drake) Aprilly. Phil.Lippincott,1921, 
287p. illus. $1.75. 


The story of a cheery little ex-circus girl who runs away to a Maine 
village where she grows up among the interested residents. A happy story, 
with some apt characterizations and ending with a touch of romance. 
Slight and sentimental with an appeal to older girls. 

21-21551/2 

Bannerman, Helen. Histoire du petit négre Sambo; traduit de 

l'anglais par Madeleine Blériot Johnson. N.Y.Stokes,1921. 56p. 
illus. 14%cm. $1. 


In general make-up and illustrations similar to the original edition in 
English. None of the humor of the story is lost by the translation. 
22-4255 /2 
Belloc, Hilaire. Cautionary tales for children. N.Y.Knopf,1922. 
79p. illus. $1.50. 


Highly humorous verses reminiscent of Lear and W. S. Gilbert, illustrated 
by funny line drawings. A choice tale is of the child who told such dread- 
ful lies that when her aunt 

“Attempted to believe Matilda: 
The effort very nearly killed her.” 
A gift book rather poorly made and bound in light blue boards, but it easily 
can be rebound. 


21-21104/2 
Brill, Ethel Claire. When lighthouses are dark. N.Y.Holt,1921. 


292p. illus. $1.75. 


A story of four young people who drifted in a fog to an uninhabited 
island in Lake Superior where they were forced to spend the winter under 
difficult conditions. This somewhat worn theme is varied by the inclusion 
of a girl in the group and some well related adventures. For older boys 
and girls. 

21-21760/2 

Collins, Archie Frederick. The wonders of natural history, by A. 

Frederick Collins and Virgil D. Collins. N.Y.Stokes,1920. 204p. 
illus. $2.25. 


“A comprehensive account of man in the making and of prehistoric and 
present day animals.”—Subtitle. The textbook make-up and rather technical 
language make it more useful as a reference book for older children. Illus- 
trations and index add to its value. 

504 Natural history 20-—21293/3 


Doughton, Isaac. Preparing for the world’s work. N.Y.Scribner, 
1922. 223p. illus. $1. 


“Intended as an introduction to the study and choice of vocations.”— 
Preface. Aims to show the interdependence of society and the dignity of 
work, describes the different types of occupation, urges the importance of 
the best possible preparation for work and the danger of “blind alley” 
jobs. List of topics for discussion at the end of each chapter. Bibliography. 

374.1 Profession, Choice of || Occupations 22-6630/4 


Durell, Carles Pendexter. The skipper of the Cynthia B. Spring- 
field,Mass.,Bradley,1921. 224p. illus. $1.50. 


The story of a city boy’s Cape Cod vacation which, thanks to Captain 
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Seth, proves more interesting than he anticipated. Fishing, sailing, crab- 
bing, a boat race and numerous sea-yarns fill the pages with refreshing 


venture. 
od 21-14440/2 


Potter, Beatrix. Histoire de Pierre-Lapin; traduit de l’anglais par 
Madeleine Blériot Johnson. N.Y.Stokes,1921. 85p. illus. 
14%cm. $1. 


Little children, beginning French, and already familiar with the story of 
Peter Rabbit will be as delighted with this translation as those children of 


France who are just making his acquaintance. 
22-2890/2 


Rabelais, Francois. Gargantua, par Sautriax. N.Y.Duffield,1921. 
52p. illus. 26x34cm. $2.50. 

The life of this amazing giant from his birth to accession to his father’s 
throne. The story itself will be enjoyed by children but their delight will 
be more than doubled by the illustrations by Adrien Leroy, both the col- 
ored plates and little insets. Binding impractical for library use, but delightful 
for a gift. 

. 21-21785/2 


Seachrest, Effie. Egyptian photoplays. Chic.Rand,1921. 128p. il- 
lus. 90c. 


The story of Moses and of Isis and Osiris with a short dramatization of 
Osiris. The last chapter tells of life on the Nile six thousand years ago. 
All told simply and illustrated with half-tones from photographs of chil- 
dren posed in costume. Suggestions to teachers for staging and costume. 
Similar in design to Greek photoplays (Rand, 1916. 152p. 90c.) by the same 
author. 

21-8192/2 


Tassin, Algernon de Vivier. The rainbow string. N.Y.Macmillan, 
1921. 114p. illus. $1.75. 


A series of six fairy tales narrating the romances of as many princesses, 
and introducing the one-sided boy, the princess who lost her yesterday, and 
the man who tipped the moon. Unusual for its combination of humor, 
imagination and adventure. Would be enjoyed especially by children who 
are already acquainted with “Boots” and other characters in old fairy tales. 

398 Fairy tales 21-19155/3 


Tolman, Albert Walter. Jim Spurling, millman. N.Y.Harper,1921. 
307p. illus. $1.60. 


_Four college boys undertake to earn some money during the summer vaca- 
tion by running a sawmill in the Maine woods. They are beset with diffi- 
culties instigated mainly by an unscrupulous promoter who fails against 
their ingenuity and hardihood. Older boys and some men will like the 
book. Sequel to Jim Spurling, fisherman (Booklist, 15:75, N 18) 


21-20040/2 


Wilhelm, R. ed. The Chinese fairy book; tr. after original sources 
by Frederick H. Martens. N.Y.Stokes,1921. 329p illus. $2.50. 


Seventy-three stories taken from original sources including nursery tales, 
legends of the gods, tales of saints and musicians, nature and animal tales, 
ghost stories, historic legends, and literary fairy tales. A comprehensive 
and representative collection beautifully illustrated. One librarian objects 
to the grewsomeness of the ghost stories, another to lack of conversation. 
Five plus and three minus votes. 

898 Fairy tales 21-18125/3 





POINTS TO CONSIDER IN JUDGING 
SUBSCRIPTION BOOKS 


Reprinted, for the benefit of other librarians, from the Pacific Northwes 
Library Association Subscription Book Committee Bulletin (New series, no. 2, | 
a 22) 
' So many times the librarians in smaller places have occasion to decide 
upon subscription books which have not come to our attention that we 
venture to print once more the criteria for judging of these books, issued 
as one of our first bulletins. 
1. Appearance 

(a) Binding. Substantial, plain binding, or showy, imitation leather 
and gilt? 

(b) Paper. Good quality or cheap? India paper? Are there deckle 
edges, i.e., the rough, untrimmed edges left by the paper machine, 
which collect the dust badly? 

(c) Type. Clear and legible, or broken and blurred as if printed from 
worn-out plates? 

(d) Illustrations. Are they up-to-date and truthful? Clear, or broken 
and blurred as if from worn-out plates? If colored, is coloring 
good and like original, or is it gaudy and inaccurate? Do they 
really illustrate? 

(e) Bordezs. If there are especially designed borders, are they artistic? 

(f) Margins. Are there good margins or is the page cut down so as to 
be inartistic and difficult to read? 

2. General make-up 

(a) Maps. Are there maps where they are needed? Type legible? 
Outlines clear? Does the coloring indicate divisions clearly? 
Date? Full-page or insets? 

(b) Diagrams. Type clear? Meaning easily understood? 

(c) Index. Is there an index? Is it well arranged? 

(d) Bibliographies. Are there any bibliographies? 

(a) Author or editor. Qualifications. Education and experience? Has 
he used source material? If secondary material, is it reliable? 
With what previous work has he been associated? What other 
books has he written? Has the editor-in-chief supervised the 
work himself or is there evidently an associate who is responsible 
for the greater part of it? Are the articles in a work of reference 
signed by the names listed as contributing? Just what has been the 
relation of the prominent authorities to the work? 

(b) Publisher. Is the publisher identified with standard works or with 
poor subscription books? Is the name of publisher chosen on 
account of its resemblance to a well-known name so as to de- 
ceive purchasers? e.g., Grolier Society, evidently selected for its 
similarity to the well-known Grolier Club. 

4. Subject-matter 

(a) Treatment. Technical, scholarly or popular? Is is a_ technical 
subject treated in such a popular manner as to be worthless? 
For advanced or beginning students or the general reader? 
Original or a compilation from other sources? If original, can 
the author speak with authority? Are facts substantiated or 
only stated? Has it been written down or rewritten? For ex- 
ample, many books for children have been written down when 
the original form would be better. Has it been abridged? Treated 
fully or only in outline? 

(b) Arrangement. Well-balanced, clear arrangement? Has it been 
rearranged so as to seem like a new work? 

(c) Edition. If a new edition, compare if possible with the old so as 
to see whether it has been really revised? 
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(d) Copyright. Note who holds the copyright to see whether you get 
any clue as to other forms in which the book may have come out. 

(e) Title. See whether a new title has been given to a work only 
slightly changed. 

(f) Authorities. Are authorities given for quotations cited? 

(g) Accuracy. Look up a subject about which you know, and note 
whether you find errors. Do you find typographic errors? 

(h) Date. Note date of copyright; of publication. If dealing with a 
subject in which there are many changes, like science, invention, 
history, etc., see whether it covers recent work or deals only 
with such subjects and authors that there would be no copyright 
for the material. 

(i) Style good? 

(j) Need. Is there need for the book or is it merely a padded and 
scrappy work found in better form elsewhere? 


NEW EDITIONS 


American child hygiene association. Transactions of the eleventh 
annual meeting, St. Louis, Mo., October 11-13, 1920. 532 17th 
st., N.W.,Wash.Author,1921. 440p. paper,$3. 

Contains addresses by the president of the association and by Herbert 
Hoover, proceedings of the sessions on prenatal and maternal care, infant 
care, pre-school age, school age and adolescence, vital and social statistics, 
round table conferences, official reports of the association, reports of affil- 
iated societies, membership list and index. 


362 Children—Care and hygiene || Children—Charities, protection, ete. An- 
alytics: Mothers || Infants—Mortality || Illegitimacy (11-16353) /7 


Andersen, Hans Christian. Fairy tales and stories; prefaced by 


Francis Hackett; ed. by Signe Toksvig. N.Y.Macmillan,1921. 
214p. illus. $2. 


Well chosen tales, translated by a Dane, in which she has endeavored to 
give Andersen’s spirit. Many a turn of phrase and expression that we have 
grown to associate with our Andersen has been changed. While it will not 
take the place of the Lucas edition it will be of interest to those who 
wish to include representative ones. The makeup of the book is excellent 
and Eric Pape’s black and white illustrations, combining silhouette and 
line drawing add to its enjoyment. Particularly is this true of the headings 
and tail pieces. 

398 Fairy tales 21-20570/3 


Behrend, Bernard Arthur. The induction motor and other alternat- 
ing current motors. 2d ed. N.Y.McGraw-Hill,1921. 272p. illus. 
$4. 

A thorough discussion of the subject with many diagrams and math- 
ematical tables. A revision of The induction motor: a short treatise on its 
theory and design, 1901. Expanded from eight chapters to twenty, with the 
original text rearranged and largely rewritten. 

621.81 Electric motors 21-14889/3 


Best ,William Newton. Burning liquid fuel. N.Y.,U.P.C.bk.co.1922. 
341p. illus. $5. 


Covers the subject from the large-scale and manufacturing standpoint 
tather than as a means of heating houses. First edition published by the 
author in 1913, with the title, The science of burning liquid fuel. Expanded 
from eight to twenty-eight chapters and the original chapters contain much 
additional material and new illustrations. 

662 Petroleum as fuel 22-2457/3 
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Bird, J. Malcolm, ed. Einstein’s theories of relativity and gravita- 
tion. 2d rev. ed. N.Y. Scientific American pub. co.1921. 345p. 
illus. $2. 


A compilation of material selected from the essays submitted in competi- 
tion for the Eugene Higgins prize. Mr. Bird, associate editor of the 
Scientific American has arranged and simplified this material in order that 
the general reader may have a working knowledge of the subject. The 
prize essay, Bolton, An introduction to the theory of relativity (Booklist, 18:14, 
F 22) is included. 


530° Einstein theory || Relativity 21-9388/4 


Brearley, Harry. The case-hardening of steel. 2d ed. N.Y.&Lond. 
Longmans,1921. 207p. illus. $6. 16/ 


“An illustrated exposition of the changes in structure and properties in- 
duced in steel by cementation and allied processes.”—Subtitle. A clear, up 
to-date discussion of methods and changes caused by war activities in steel 
specifications. First edition published in 1914. 

669.1 Steel 22-—26309/3 


Brill, Abraham Arden. Psychoanalysis. 3d ed. Phil.Saunders,1922. 
468p. $5. 


A new revised edition adding illustrative material, discussing artificial 
dreams, the unconscious factors in neuroses, collecting manias, pathologic 
homosexuality and fairy tales as a determinant of dreams and neurotic 
symptoms, and a glossary of psychoanalytic and psycho-sexual terms. Its 
main object is to present the practical application of Freud’s theories in one 
volume. Primarily for the physician and psychologist rather than the gen- 
eral reader. 

612.8 or 131 Psychoanalysis 22-2879/3 


Brown Zaidee Mabel. ‘Directions for the librarian of a small li- 
brary; rev. by Anna G. Hall. N.Y.Wilson,1921. 47p. paper, 
30c. 


“A thorough revision of one of the standard library aids, first published 
ten years ago. Modern in its emphasis on publicity, and the vertical filing 
of pamphlets, but also covering the fundamentals of selection and purchase 
of books, and the making of the various library records. A practical help 
for the untrained librarian.’ "—Wisconsin. 

020 Library science 22-2325/3 


Cervantes Saavedra, Miguel de. The adventures of Don Quixote; 

adapted by Edwin Gile Rich. Bost.Small,1921. 287p. illus. $2. 

A new adaptation, well written and_attractively printed and illustrated. 

It is a little more formal than Judge Parry’s version and includes a little 

more of the original, following Quixote’s adventures to his death. Should 

ew Parry, but is an excellent addition to Cervantes literature for 
children. 


21-16537/2 


Croft, Terrell Williams. American electricians’ handbook. 2d ed. 
N.Y.McGraw-Hill,1921. 823p. illus. $4. 


Revised edition of one of the most complete, compact and usable hand- 
books ever prepared for the practical needs of workers employed in operat- 
ing electrical machinery, installing electric wiring, etc. First edition in 
Booklist, 10:302, Ap 14—Donald Hendry. 

621.3 Electric engineering—Handbooks, manuals, ete. 21-13977/3 
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Downes, Olin. The lure of music. N.Y.Harper,1922. 360p. illus. 
$1.50 


An attractive book designed to give the layman a better understanding 
of the compositions of great musicians, and in brief biographical sketches 
a vivid impression of the personality of each. The new edition adds a 
number of German composers omitted in the first edition (Booklist, 15:132, 
Ja 19) and omits several English musicians. 

“180 Music || Musicians 22-5061/4 


The Drugeists’ circular. The Druggists’ circular formula book 
E 55 


culled from the pages of the Druggists’ circular and elsewhere. 
2d. ed. N.Y.Druggists’ circular,1920. 275p. $2. 


Contains directions for preparing a large number of preparations which 
may be made and sold by retail druggists. The matter is grouped under the 
following heads: Pharmaceutical formulas; the prescription department; 
toilet preparations; perfumes and toilet waters; dental preparations; for the 
hair and scalp; soaps and laundry requisites; cleaning and renovating pro- 
cesses; insect, vermin and rodent destroyers; culinary recipes; varnishes 
and polishes; inks, glues, pastes and cements; veterinary recipes; and mis- 
cellaneous information—Donald Hendry. 


615 Medicine—lFormulae, receipts, prescriptions !| Receipts || Cosmetics 
22-26120/4 


Fletcher, Sir Banister Flight. A history of architecture on the 
comparative method. 6th ed. N.Y.Scribner,1921. 932p. illus. 
maps. $12. 2 


Part one, The historical styles; part two, The non-historical styles. A 
complete revision “rewritten and re-cast from cover to cover.” material 
amplified, rearranged and brought up to date. Contains bibliographies. For 
fourth edition see A. L. A. Catalog 1904. 


720.9 Architecture—History. Analytic: Architecture—History—Bibliography 
22-8358/4 


France, Anatole. Monsieur Bergeret in Paris; tr. by B. Drillien 
(Works of Anatole France) N.Y.Lane,1921. 286p. $2.50. 


This is one of the political stories and another in the series of this Eng- 
lish translation which have been noted (Booklist, 16:91, D 19; 17:224, Mr 
21) 

21-20221/2 


Freitag, Joseph Kendall. Fire prevention and fire protection as ap- 
plied to building construction. 2d ed. N.Y.Wiley,1921. 1038p. 
illus. $5. 


A practical, comprehensive handbook for architects, constructionists and 
underwriters on the prevention of fires by the use of fire-proof materials, 
and fire protective devices. Extensive changes made in chapters on thea- 
ters and garages, and whole brought up to date. First edition published in 
1912 at four dollars. 

693.8 Fire prevention || Building, Fire-proof 21-17929/4 


Galsworthy, John. The Forsyte saga. N.Y.Scribner,1922. 870Op. 
$2.50. 


The three volumes of the saga—The man of property (A. L. A. Catalog 
1904-1911)—In chancery (Booklist, 17:116, D 20) and To let (Booklist, 18:50, 
N 21) with The Indian summer of a Forsyte and Awakening, two short stor- 
es, which, bound together, make one long story, the most important of the 
author’s novels, a commentary on middle-class English social life. a 

— 0/2 


‘ 





296 NEW EDITIONS Vol. 18, No. 8 


Hicks, Isaac Perry. Hicks’ builders’ guide, by I. P. Hicks and 
Joshua C. Duncan. N.Y.,U.P.C.bk.co.1921. 384p. illus. $3. 


New and enlarged edition of a useful book which has been of service to prac- 
tical builders for many years. Considers details of building in various materials 
and includes estimating—Donald Hendry. 

694 Carpentry—Handbooks, manuals, ete. || Building—Estimates 21-18781/4 


Hourwich, Isaac Aaronovich. Immigration and labor. 2d ed. N.Y. 
Huebsch,1922. 574p. $6. 


First edition in Booklist, 9:374, My 13. There are some changes in the body 
of the text based on new developments and an entire new chapter on “The les- 
sons of the war.” Also a new preface, an appendix answering criticisms on 
the first edition and four added statistical tables for years during the war. 

325 U. S.—Emigration and immigration || U. S.—Economic conditions || Labor 
and laboring classes—U. S. 22-26313/5 
Housman, Alfred Edward. A Shropshire lad. Authorised ed. N.Y. 

Holt,1922. 93p. $1.50. 


Lyrics of delicate beauty. “One of the few small books of poetry that have 
in the history of literature sufficed of themselves, without being succeeded by 
further work, to establish a poetic reputation of the first rank.”—New York 
Evening Post. This charming edition is said to be the only one now authorized 
by the author and his English publisher. 

821 A22-845/2 


London, Mrs Charmian (Kittredge) Our Hawaii (island and 
islanders) N.Y.Macmillan,1922. 427p. illus. map. $3. 


A largely rewritten and revised edition (Booklist, 14: 197, Mr 18) omitting 
the bulk of personal memoirs now included in The book of Jack London (Book- 
list, 18:80, D 21) substituting more detail concerning the territory of Hawaii 
and including three articles, “My Hawaiian aloha” written by Jack London in 
1916, published in the Cosmopolitan, and the incidents of the author’s return 
in 1920. 

919.69 Hawaiian Islands. Analytic: London, Jack 22-3032/4 


McCullough, Ernest. Practical structural design; a text and refer- 
ence work for engineers, architects, builders, draftsmen and 
technical schools; especially adapted to the needs of self- 
tutored men. 2d ed. N.Y.,U.P.C.bk.co.1921. 317p. $3. 

Second edition revised and enlarged of a practical text based upon the auth- 
or’s long experience as a teacher and engineer. Designed especially for the 
self-tutored man. Discusses external forces, internal forces, problems in design 
of beams, girders and trusses, joints, graphic statics, columns and structures, 
and semi-rigid frames. 

624 Structures, Theory of 21-18589/3 
Mackenzie, Louis Burton, ed. The welding encyclopedia; comp and 

ed. by L. B. Mackenzie and H. S. Card. Chic.Welding engi- 
neer pub.co.1921. 224p. illus. $5. 

A comprehensive compilation of valuable data on oxy-acetylene, electric and 
thermit welding, giving methods, technical terms, trade names, welding rules 
and regulations of states, societies and associations. Editors are of the edi- 
torial staff of the Welding Engineer—Donald Hendry. 

671 Welding 21-5456/3 
Masefield, John. The tragedy of Nan. N.Y.Macmillan,1921. 127p. 

illus. $2. 


A gift book edition beautifully illustrated by photographs of Broad oak farm 
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and the Severn river where the scenes of this three act tragedy are laid. First 
edition published by Little & Ives, New York City. 
822 22-26315/2 


Meadowcroft, William Henry. The boy’s life of Edison. N.Y. 
Harper,1921. 366p. illus. $1.75. 


In a new edition of this much used biography the author has brought the 
story up to date by adding two chapters which deal especially with Mr. Edison’s 
war work for the government. Original edition in Booklist, 8:278, F 12. 

921 or B- Edison, Thomas Alva 21-17757/3 


Merrick, Leonard. One man’s view; with an introduction by Gran- 
ville Barker (Works of Leonard Merrick) N.Y.Dutton,1922. 
214p. $1.90. 


Mamie Cheriton about to give up her hopes of a stage career and return to 
Duluth is persuaded to marry George Heriot, a successful lawyer and old friend 
of her father. After three years she runs away with a playwright who dies 
before a her. The climax is reached when Heriot and the girl meet on 
shipboard. 


22-5559/2 


Muirhead, Findlay, ed. Paris and its environs; ed. by Findlay Muir- 
liead and Marcel Monmarche (Blue guides) N.Y.&Lond.Mac- 
millan,Paris,Hachette,1921. 64+417+-53p. maps. $4. 12/ 

“Based upon the admirable Guide Bleu for Paris et ses Environs... 
re-edited and re-arranged from the point of view of English-speaking travel- 
lers.”—Preface. 

Partial contents: Practical information—Paris; the right bank, the Seine, 
the cité, and the left bank; the Louvre and other great collections; the 
environs of Paris—Maps and plans. 

914.43 Paris—Description 22-—4197/3 


Murray, Sir James Augustus Henry, ed. The Oxford English dic- 
tionary; a new English dictionary on historical principles; 
founded mainly on the materials collected by the Philological 
society ; ed. by Sir James Augustus Henry Murray and others. 
v.10. N.Y. Oxford univ.1921. 3v. paper, $6.75; $4.50; $4.50. 


422 English language—Dictionaries (12-37042)/3 


Nathan, George Jean. The American credo, by George Jean Nath- 
an and H. L. Mencken. Rev. & enl. ed. N.Y.Knopf,1921. 266p. 
$2. 


In which about four hundred new articles have been added, making now a 
total of eight hundred and sixty-nine. Except for a few corrections, and 
these additions the same as first edition (Booklist, 16:338, J1 20) 

817 or 827. Humor, American || National characteristics, American (20-3354) /4 


O’Neill, Moira, pseud. Songs of the Glens of Antrim, and More 
songs of the Glens of Antrim. N.Y.Macmillan,1922. 126p. 
$1.50. 


Irish lyrics, interpreting rural life in Ireland. “Musical, human, and with 
only a little more Irish dialect than is absolutely necessary for seasoning,” 
writes Arthur Guiterman in the Independent. The author has supplemented 
her first collection by fifteen songs of the Antrim glens, six songs from North- 
west ome and eight translations from the Italian poets printed opposite the 
originals, 


821 22-4936/2 
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Osbourne Lloyd. Wild justice. N.Y.Appleton,1921. 359p. illus, 
$2.50. 


A reprint of a collection of nine stories, long out of print, of thrilling adven- 
ture in the South seas, largely dealing with the “loves of white men and brown 
women” to which the author has added three new stories and a preface. The 
author was a step-son of Robert Louis Stevenson and lived a number of years 
in Samoa. 

Short stories 21-19482/3 


Pieshkov, Aleksiei Maksimovich. Three of them, by Maxim Gorky; 
tr. by A. Linden. N.Y.Knopf,1922. 383p. $2. 


Two boys and a girl grow up in the slums of a Russian town and never suc- 
ceed in escaping from all its sordidness. Gorky never sacrifices his picture of 
life to a good plot so as a story it falls short, while it is probably unsurpassed 
as a description of life under the Czars. 

(Fisher Unwin) 21-20886/2 


Roberts, Charles George Douglas. N.Y.Macmillan,1921. each, $1. 


A new cheap edition, clear type and attractive make-up, of the following 
titles: 

The backwoodsmen. 9-27965. 

Children of the wild. 13-20346. 

The feet of the furtive. 13-4077. 

Hoof and claw. 14-15050. 

Jim. 19-6325. 

Kings in exile. 10-5263. 

Neighbors unknown. 11-846. 

The secret trails. 16-23022. 


Rostand, Edmond. Plays of Edmond Rostand; tr. by Henderson 
Daingerficld Norman. N.Y.Macmillan,1921. 2v. illus. $10.50. 


In two attractive volumes, admirably translated, the first complete English 
version, with the exception of the posthumous play “Don Juan.” 
842 21-18773/2 


Roush, Gar A., ed. The mineral industry; its statistics, technology 
and trade during 1920; ed. by G. A. Roush and Allison Butts. 
v.29. N.Y.McGraw-Hill,1921. 907p. illus. $10. 


Reviews the progress during the year in the mining and metallurgical indus- 
tries. Each subject has been prepared by experts. International in scope, con- 
venient in arrangement it is a valuable reference book for chemists, mining en- 
gineers and manufacturers using mined products. For volume twenty-six see 
Booklist, 15:322, My 19. Index and subject bibliographies. 

549 Mineralogy (99-3613) /3 


The Scribner series for young people. N.Y.Scribner,1921. each, $1. 


Clear print, with colored picture cover and frontispiece. New titles include: 

oe. J. D. (D.) Smith college stories, by Josephine Dodge Daskam. 
-1793. 

Brown, K. H. The Hallowell partnership. 12-24921. 

Grant, Robert. Jack Hall. 4-17526. 

Hill, E. S. My wonderful visit. 3-25201. 


Seligman, Edwin Robert Anderson. Essays in taxation. 9th ed. 
N.Y.Macmillan,1921. 806p. 4. 


This ninth edition has been thoroughly revised (Booklist, 9:465, Je 13) The 
three chapters on American reports condensed into one, but brought down to 
date, and five new chapters added, giving a keen analysis of the various prob- 
blems the war has created. 

336.2 ‘Taxation 21-21238/3 
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Sinclair, Upton Beall. The brass check. Pasadena, Calif.,Author, 
1920. 445p. $1; paper, 50c. 


“A study of American journalism.”—Subiitle. A collection of documents 
and statements accusing the Associated press and individual newspapers of be- 
ing used to further the selfish interests of capitalistic owners and part holders, 
“that our newspapers do not represent public interests, but private interests; 
they do not represent humanity, but property; they value a man, not because he 
is great, or good, or wise, or useful, but because he is wealthy, or of service 
to vested wealth.” 

070 Journalism 20-11913/3 


Smith, Arthur Bessey. Automatic telephony, by Arthur Bessey 
Smith and Wilson Lee Campbell. 2d ed. N.Y.McGraw-Hill, 
1921. 430p. illus. $5. 


First edition appeared in 1914. In the present book the matter has been re- 
vised and increased to include latest developments. The Strowger system is 
described in detail, other important systems are outlined, and considerable space 
is given to operating and traffic conditions, The most important American 
book on the subject—Donald Hendry. 

654.6 Telephone 21-14887/3 


Spinden, Herbert Joseph. Ancient civilizations of Mexico and Cen- 
tral America (Handbook series, 3) N.Y.American museum of 
natural history,1917. 238p. illus. maps. 75c. 

“A general commentary and explanation of the more important phases of the 
ancient life and arts of the Indians of Mexico and Central America, and es- 
pecially of their history.” Mr. Spinden is assistant curator of anthropology in 
the American museum of natural history, and the numerous illustrations are 
taken from originals and cuts on exhibition there. Clear and interesting 
summary of this ancient civilization, with excellent illustrations. 


913.72 Mexico—Antiquities || Central America—Antiquities. Analytics: Mexico 
—Antiquities—Bibliography || Central SERS TOTO a 
17-241 6 


The Statesman’s year-book, 1921; statistical and historical annual 
of the states of the world for the year 1921; ed. by Sir John 
Scott Keltie and M. Epstein. 58th annual ed. N.Y.Macmillan, 


1921. 1544p. maps. $7.50. 
305 Year-books (4-3776)/3 


Syracuse, N.Y. Public library. The gold star list; some good books 
of fiction by American authors, 1821-1922. Syracuse,N.Y., 
Author,1922. 28p. paper, 20c. 


This fifth edition gives a representative list of American stories of “super- 
lor merit worth taking home to the family . . . from Cooper’s time to 
April, 1922,” classified by subject with notes, prepared by the Syracuse public 
library staff. Good for wide distribution. 

016.8 American fiction—Bibliography 22—26321/3 


Treadwell, Frederick Pearson. Analytical chemistry; tr. and rev. 
by William T. Hall. v.1, Qualitative analysis. 5th English ed. 
N.Y.Wiley,1921. 597p. illus. $4.50. 

The entire text of volume one reset but general treatment the same. Lists 


for rarer elements and less common acids amplified, new reactions being given 
for nearly every element. Schemes of systematic analysis changed in some 
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places and new procedures introduced. A table of international atomic weights 
1921, added. Costs one dollar-fifty more than the fourth edition (Booklist, 12: 
495, Jl 16) 

543 Chemistry, Analytic 21-16190/3 


Wall, E. J. The dictionary of photography and reference book for 
amateur and professional photographers. 10th ed. rev. and 
largely rewritten by F. J. Mortimer. N.Y.Tennant & Ward, 


1921. 700p. $5. 


Excellent reference book revised and brought up to date. Bibliography of 
photography (6p.)—Donald Hendry. 


770 Photography—Dictionaries and encyclopedias. Analytic: Photography— 
Bibliography A22-—402/4 


Wallas, Graham. Human nature in politics. 3d ed. N.Y.Knopf, 
1921. 313p. $2.50. 


Very slightly revised edition of a book for some time out of print. The 
new preface considers the effect of the war on people’s willingness to make the 
effort to think to ends and calculate means, which might lead to “discovering 
ways of living open to all and which all can believe to be good.” First edi- 
tion in Booklist, 5:145, My 09. 


320 Politics j| Political ethics 


Weaver, Sir Lawrence. Luytens houses and gardens. N.Y.Scrib- 
ner,1921. 203p. illus. $3.75. 


A chronological survey of the work of this prominent English architect, with 
many interesting illustrations of houses built, restored and altered by him, and 
a few designs for furniture. Much condensed, rearranged and in part re- 
written from the author’s Houses and gardens by E. L. Lutyens (Scribner, 
1914. $8.) 

728 Lutyens, Sir Edward |! Architecture, Domestic || Gardens 22-8056/5 


Wendell, Barrett. The traditions of European literature, from 
Homer to Dante. N.Y.Scribner,Lond.Murray,1921. 669. 


$3.50. 28/ 


Appeared in Booklist, 17:147, Ja 21. This is a reprint on lighter paper with 
narrower margins, with a reduction in price from six dollars. More conver- 
ient to handle than original form. 


809 Literature—History and criticism. Analytics: Greek literature || Latin 
literature || Literature, Medieval || Literature—History and amet <7, 
(20-—20996) /7 


Williams, Selden Thornton. The automobile repairman’s helper, by 
S. T. Williams and J. Howard Pile. 2d. ed. N.Y.,U.P.C.bk.co. 
1921. 2v. illus. 12%xl7Y%cm. $10. 


“A pocket book for the mechanic, owner, chauffeur and student, covering 
every trouble likely to be found in all the standard cars and including chap- 
ters on inspection and lubrication; drills; taps and lathes; welding; storage 
batteries; cylinder and piston ring work; bearings; axle adjustments; repair- 
ing tops, mudguards, lamps, tire vulcanizing and repairing, electrical equipment, 
truck repairing, etc.”—Subtitle. Rather expensive though full of suggestions. 

629.2 Automobiles 21-16090/3 


Woodbury, Walter E. Photographic amusements. 9th ed. Bost. 
American photographic pub.co.1922. 126p. illus. $1.50. 


Presupposing enough knowledge on the part of the reader of making a nega- 
tive it describes curious and freak effects—so-called spirit pictures, magic photo- 
graphs and the photographing of snow, ice and ice crystals, seaweed, etc. To 
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the first edition, published in 1896 by Scovill & Adams, N. Y., Frank R. Fra- 
prie, editor of American Photography, has added fourteen pages including sev- 
eral new topics and revising the old copy. 

770 Photography 22-26325/3 


Worcester, Dean Conant. The Philippines, past and present. 2v. 
in 1. N.Y.Macmillan,1921. 1024p. illus. maps. $5. 

An admirable cheaper edition in one compact volume of the author’s two 
volume work (Booklist, 10:368, My 14) in which he discusses the benefits of 
American occupation and argues for its continuance if the best interests of 
the natives would be conserved. Maps and one hundred and twenty-eight 
plates. 

991.4 Philippine Islands—History || Philippine Islands—Politics and govern- 
ment || U. S.—Insular possessions (14-20557) /5 
The World book loose-leaf annual; a review of events of the year 

1921. 86 E. Randolph st., Chic.,.W.F. Quarrie & co.1922. 96p. 
illus. maps. paper, 24c; binder, $1.50. 

The first supplement to The world book (Booklist, 16:213, Mr 20) in an at- 
tractive loose-leaf binder making volume eleven of the set and intended for the 
inclusion of supplements from 1921-1925. 

031 Cyclopedias 22-26328/2 
Worst, Edward Francis. Problems in woodwork. 2d ed. Milwau- 

kee,Bruce,1921. 246p. illus. 20x26cm. $2.50. 

Addressed to manual training teachers. Contains a large number of problems 
with pictures and dimensioned drawings of the various objects. Suggestive 
book for teachers. First edition in Booklist, 15:94, D 18—Donald Hendry. 

680 Woodwork || Weaving 21-8143/4 


PAMPHLETS 


We are able to print this list through the kindness of Mr. Ralph Munn, Refer- 
ence librarian of the Seattle public library. 

All the pamphlets marked “free” have been received without charge by the 
Seattle public library. However, to avoid all chance of a charge it is sug- 
gested that requests carry the following note: “If there is a charge for this 
publication kindly notify us before sending it.” 

The American museum of natural history, New York City, publishes a 
— useful Guide leaflet series (send for list) a few of which are noted 
elow: 

Lutz, Frank E. How to collect and preserve insects (No. 39) 22p. 10c. 

Matthew, W. D., & Chubb, S. H. Evolution of the horse (No. 36) 67p. 
20c. 

Skinner, Alanson. The Indians of Manhattan Island and vicinity (No. 
41) 63p. 20c. 

Wissler, Clark. Indiana beadwork (No. 50) 30p. 15c. 

Brosseau, A. J. Is highway transport an aid to the railroads? 366 Madi- 
son ave., N. Y. National automobile chamber of commerce. 8p. free. 
Broz, Ales. Three years of the Czecho-Slovak republic; a survey of its 
progress and achievements. 8 Grosvenor place, Lond. S. W. I., Cze- 

cho-Slovak press bureau. 40p. free. 

Consumption cures and cough remedies. 535 N. Dearborn st., Chic. Prop- 
aganda dept., Journal of the American medical assn. 124p. 30c. An 
exposé of advertised nostrums. 

Grant, H. M. Education in sex and heredity; a practical program. 72¢ 
Selling bldg., Portland, Ore., Oregon social hygiene society. 20p. free 
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The Great Lakes-St. Lawrence tidewater assn., Sellwood bldg., Duluth, will 
send free booklets concerning the proposed Great Lakes-St. Lawrence 
waterway. 

Harris, V. M. Wills and will-makers. St. Louis, National bank of com- 
merce. 34p. free. An interesting account of peculiar provisions that 
have occured in wills. This pamphlet has no value as a manual for 
will making. 

Johnsen, Julia E., comp. Cancellation of the allied war debt. N. Y. Wilson. 
l6p. 40c. Selected bibliography of magazine articles. Schedule of foreign 
debts due the U. S. and three selected articles. 

Selected articles on independence for the Philippines (Abridged de- 
baters’ handbook series) N. Y. Wilson. 86p. 75c. “A successor to that com- 
piled in 1913 by Emma L. Teich, to which the reader is referred for excel- 
lent material and bibliography covering the earlier year. The present 
handbook reprints three articles and part of the bibliography, otherwise it 
is confined to material of later years.’—Explanatory Note. 
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